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Sometimes  we  feel  that  our  selfhood 
is  being  encroached  upon  by  . . .  (oth- 
ers), as  a  candle  might  feel  that  its  self 
is  being  denied  when  a  fluorescent 
light  is  turned  on  . . .  Most  of  us  are  not 
candles  in  the  wind,  alone  against  the 
darkness;  we  are  burning  in  the  com- 
pany of  greater  lights.  You  are  the 
light  of  the  world,  too,  but  no  one  no- 
tices. It's  all  right.  It's  better  to  light 
your  candle  than  to  curse  the  light  . . . 
Recognize  the  distinctive  nature  of 
your  own  special  light.  God  has  made 
you  unique,  and  the  time  will  come, 
soon  enough,  when  the  master  of  the 
house  will  set  you  on  his  table  to  burn 
alone  in  the  festive  darkness.  In  the 
meantime,  relax  and  shine.  Participate 
in  the  general  glory  of  light,  rejoice  in 
amazement  at  the  fusion  of  lights,  and 
be  conscious  always  that  you  have  been 
made  unique.  © 
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New  lights  appear  around  us  as  old  ones  fade  away 


Those  that  linger  become  dearer  and  brighter  with  the  pas- 
sage of  time. 
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Southern  offers  many  opportunities  for  individuals  to 
shine; 


With  experience  comes  maturity  and  the  ability  to  handle  re- 
sponsibility, as  well  as  the  knowledge  that  we  are  as  God  has 
created  us  and  in  that,  we  are  individuals  with  our  own  needs, 
personalities,  and  goals. 
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Friends  are  made  to  complement  each  other  without  extinguishing  individual 
lights. 
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Alone  we  may  not  be  able  to  light  our  own  way, 
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College 
Life 

A  university  is  a  world  all  in 
its  own  and  should  be  recog- 
nized as  such.  It  offers  a  place 
to  live,  eat,  work,  learn  and  re- 
lax. The  college  years  are  a 
transition  period  for  most  stu- 
dents. Students  are  sliding  out 
from  under  the  protective  wing 
of  their  families  and  moving 
into  the  harsh  world  of  busi- 
ness and  making  a  living.  Al- 
though college  should  prepare 
students  for  this  working 
world,  it  acts  as  a  lingering 
time  of  childhood  for  many. 
Unprotected  by  families,  they 
cut  loose  and  do  all  the  "living" 
they  possibly  can  before  set- 
tling down.  College  life  is  dif- 
ferent from  any  other  period  in 
a  person's  life  and  students 
should  take  advantage  of  it. 
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Activities 

Interested  students  can  find 
enough  activities  on  campus  to 
keep  them  busy  all  day,  every 
day.  There  are  organizations 
for  people  interested  in  any- 
thing from  rugby  to  religion. 
There  are  social  groups,  service 
groups,  and  groups  that  are 
just  there.  Most  departments 
have  organizations  for  students 
within  the  department.  There 
are  also  performing  groups 
open  to  students  such  as  the 
"PRIDE"  or  Southern  Style. 

The  University  Activities 
Council  brings  concerts  to  the 
University  each  quarter  with 
such  top  names  as  Gino  Van- 
nelli,  Stephen  Stills,  Charlie 
Pride  and  Steve  Martin.  Be- 
sides concerts,  the  UAC  pro- 
vides movies  for  the  students 
which  are  shown  on  Friday 
nights.  The  movies  vary  in 
type,  but  are  usually  inter- 
esting to  most  students. 

For  the  sports  lover,  football, 
soccer,  basketball,  baseball,  and 
other  sports  offer  a  chance  to 
get  involved  either  as  a  partici- 
pant or  a  spectator.  The  Intra- 
mural program  offers  the  ath- 
letically inclined  person  a 
chance  to  get  involved  in  such 
sports  as  flag  football,  basket- 
ball, and  water  polo. 
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For  those  students  inter- 
ested in  politics,  there  is  the 
Associated  Student  Body.  Elec- 
tions are  held  quarterly  to  fill 
any  positions  that  have  been 
vacated  in  the  Senate  or  other 
divisions.  The  ASB  is  divided 
into  executive,  judicial,  and  leg- 
islative branches  and  is  run 
much  like  the  federal 
government. 

If  a  student  happens  to  be- 
long to  a  sorority  or  fraternity 
he  has  songfest  and  Greek 
games  to  look  forward  to,  as 
well  as  all  the  other  activities 
that  go  along  with  being  a 
Greek. 

The  Union  building  is  a  good 
place  for  students  to  go  when 
they  feel  like  being  active.  The 
gameroom  has  every  type  of 
game  table  imaginable  from 
foosball  to  pinball.  The  televi- 
sion room,  in  a  quiet  corner  of 
the  building,  is  a  good  place  for 
the  not-so-active  people  to  go 
to  relax. 

Although  many  areas  have 
been  neglected,  this  should  of- 
fer an  idea  of  just  how  much 
there  is  to  do  on  campus. 
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Classes 


Classes  become  a  daily  rou- 
tine and  can  become  boring  if 
the  student  is  not  careful. 
Eight  O'clock  classes  should  be 
avoided  if  the  student  is  inter- 
ested in  learning.  In  most 
cases,  an  8:00  class  is  just  an  ex- 
tra hour  of  sleep  before  the  day 
gets  going. 

Core  requirements  are,  in 
general,  the  classes  a  student 
least  wants  to  take.  Although 
they  can  be  interesting,  he  is 
usually  ready  to  move  on  to  his 
major  and  leave  the  other 
courses  behind. 

Some  schools  use  the  "bait 
and  switch"  method  in  getting 
students  to  sign  up  for  courses. 
They  lure  the  students  to  a 
course  with  an  easy  teacher 
and  then  change  the  teacher  on 
the  day  after  registration.  An- 
other method  is  to  simply  put 
"staff"  instead  of  specifying 
the  teacher,  leading  a  student 
to  think  he  will  get  an  easy 
teacher. 

Finding  the  right  teacher  is 
sometimes  hard  to  do.  Some 
students  may  think  one  teacher 
is  particularly  good,  while  oth- 
ers don't,  so  students  never 
really  know  what  they're  get- 
ting into.  The  testing  methods 
of  teachers  could  easily  take  up 
a  whole  book  in  themselves. 
There  are  basically  three  types 
of  tests:  1)  short  answer,  2) 
multiple  choice  and  True-False, 
and  3)  discussion.  Most  teach- 
ers will  use  a  combination  of 
these.  The  problems  arise  in 
the  grading  system  and 
amount  of  material  being  cov- 
ered. Some  teachers  ask  only 
the  most  obvious  facts,  but 
there  is  at  least  one  teacher  in 
every  department  who  will  ask 
anything  from  footnotes  to 
page  numbers.  These  are  the 
ones  to  look  out  for. 
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Invariably  after  preparing 
for  what  the  teacher  is  sure  to 
ask,  tests  are  passed  out,  and 
the  75  point  question  is  on  the 
footnote  on  page  183  and  the  15 
point  question  is  on  the  obvious 
fact.  The  only  thing  for  a  stu- 
dent to  do  on  a  test  like  this  is 
to  say  a  lot  without  ever  com- 
mitting himself  to  any  hard 
facts.  Some  teachers  seem  to 
think  that  how  much  is  said  is 
more  important  than  what  is 
said.  This  doesn't  always  work, 
but  it  certainly  can't  hurt. 

The  size  of  a  class  has  a  lot  to 
do  with  how  much  enjoyment  is 
gotten  out  of  it.  The  smaller 
the  class,  the  more  involvement 
required,  so  naturally  more  in- 
terest is  evoked.  In  larger 
classes,  the  teacher  tends  to 
spend  more  time  lecturing,  so 
less  class  participation  is  in- 
volved and  therefore  less  inter- 
est is  aroused  from  class 
members. 

Both  Monday-Wednesday- 
Friday  classes  and  Tuesday- 
Thursday  classes  have  their  ad- 
vantages and  disadvantages.  If 
a  lot  of  time  is  needed  for  class- 
work,  then  Tuesday- Thursday 
classes  can  be  the  most  benefi- 
cial. If  the  class  is  mostly  lec- 
tures, then  Monday— Wednes- 
day-Friday classes  may  be 
better  because  they  require  a 
shorter  attention  span. 

When  it  comes  right  down  to 
it,  classes  depend  on  the  stu- 
dents. If  they  go  into  a  class  ex- 
pecting to  learn  and  to  enjoy  it, 
chances  are  they  will. 
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DORMS 

Dorm  life  can  be  summed  up 
in  one  word-HECTIC!  Stu- 
dents who  are  adventurous 
enough  to  live  in  a  dormitory 
will  find  that:  1)  they  get  little 
or  no  sleep,  2)  do  little  or  no 
studying,  and  3)  can  always 
find  someone  to  do  either  of 
the  above  with  them. 

A  dorm  room  is  the  most 
unique  habitat  of  the  human 
species.  It  is  a  combination 
bedroom,  kitchen,  living  room, 
recreation  room  and  storage 
room  stuffed  into  approxi- 
mately 15  square  feet  of  tile 
and  plaster.  Room  checks  will 
find  books  and  papers  stacked 
in  corners  and  dirty  clothes  hid- 
den under  anything  and 
everything. 

A  dorm  bathroom  is  a  sacred 
place  and  should  never  be  domi- 
nated during  "rush  hours". 
Sinks  double  for  washing  faces, 
clothes  or  even  dishes  when 
necessary,  and  windows  may 
serve  as  temporary  clothes 
lines.  Dorm  showers  are  unique 
in  that  spurts  of  hot  water 
come  whenever  anyone  in  the 
dorm  happens  to  turn  on  cold 
water,  and  cold  water  domi- 
nates if  more  than  one  person 
is  showering  at  the  same  time. 
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Dorm  students  soon  learn  to 
study  under  strange  conditions, 
such  as  blaring  stereos  and  con- 
stant interruption.  Friends 
wander  aimlessly  in  and  out  of 
rooms  stopping  to  ask  about 
daily  assignments  or  a  new 
date.  Students  must  also  learn 
to  sleep  under  these  conditions 
if  any  sleep  is  to  be  gotten. 

Roommates  offer  an  inter- 
esting addition  to  dorm  life  at 
no  extra  charge.  A  roommate  is 
a  person  with  whom  a  room, 
clothes,  food  and  anything  else 
that  happens  to  be  around  is 
shared,  and  yet  is  only  seen  in 
the  morning  during  the  battle 
over  whose  alarm  is  going  off. 
It  seems  that  roommates,  or 
"roomies"  as  they  are  some- 
times known,  have  opposite 
class  schedules  so  that  when 
one  can  sleep  late,  the  other  has 
to  be  up  at  5:30,  but  amazingly 
enough,  after  a  week  or  two, 
the  one  who  can  sleep  usually 
does  so  without  even  noticing 
the  other  getting  up. 

The  food  is  possibly  the  most 
intriguing  aspect  of  college 
life.  Students  who  are  used  to 
home  cooked,  balanced  meals 
arrive  on  campus  to  face  meals 
of  soybean  burgers,  day  old 
bread  and  cokes. 

There  is  no  substitute  for  liv- 
ing in  a  dormitory,  and  there  is 
no  other  life  style  that  it  can  be 
compared  to.  It's  a  combination 
of  family,  friends,  work,  play 
and  everything  else  that  makes 
life  so  interesting. 
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PRESIDENT 

Dr.  Aubrey  Lucas 

In  his  second  year  as  president  of  the  university,  Dr. 
Aubrey  Lucas  made  an  effort  to  get  to  know  the  students  at 
USM.  His  winning  smile  and  friendly  personality  won  him 
instant  popularity  with  all  who  met  him.  Dr.  Lucas  was  in- 
augurated on  March  19,  1976  as  the  sixth  president  of  the 
university  and  has  since  brought  a  closer  union  between  stu- 
dents and  administrators  than  the  university  has  seen  in  the 
past.  His  genuine  interest  in  student  opinions  has  shown 
through  in  daily  affairs. 
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Administration 

The  Administrators  at  the  University 
of  Southern  Mississippi  continually  work 
hard  to  make  the  University  a  school  of 
which  we  are  all  proud  to  be  a  part.  Striv- 
ing for  the  best  in  education,  they  have 
managed  to  give  Southern  the  reputation 
of  an  outstanding  University  in  all  facets 
of  college'  life. 


Shelby  Freland  Thames,  B.S.,  M.S.,  Ph.D 

Vice  President  for  Administration  and  Regional  Campuses 
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Jesse  Boyd 

Director  of  University  Commons 


J.  Berengher  Brechtel,  B.S.,  M.S. 
Associate  Dean  of  Students  for  Men 


William  Gregory  Brundage,  B.S.,  M.S.,  Ph.D 

Director  of  the  Office  of  Research  and  Sponsored  Programs 


Walter  Oliver  Conn,  B.S.,  M.S. 
Director  of  Student  Aid  and  Scholarship 
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Rebecca  Brechtel,  Ed.S. 

Director  of  High  School  and  Junior  College  Relations 


Katherine  India  Brown,  B.A.,  M.A. 
Coordinator  of  Armed  Forces  Education 


Betty  Gillis  Cooley,  B.S. 
Cashier,  Business  Office 


Walter  Elmore  Cooper,  B.S.,  M.A.,  Ed.D. 

Dean  of  the  School  of  Health,  Physical  Education  and  Recreation 
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Jack  Lemore  Daniels,  B.S.,  M.Ed.,  Ph.D 
Director  of  Career  Development  Center 


Richard  Taylor  Dodder,  B.S.  in  B.A. 
Director  of  the  English  Language  Institute 


Claude  Edwin  Fike,  A.B.,  A.M.,  Ph.D 

Director  and  University  Archivist  of  McCain  Library 


Robert  Wilson  Galbraith,  B.S.,  M.B.A. 
Director  of  Research  Projects 
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Warren  Dunn,  B.S.,  M.S. 

Director  of  the  University  Union  and  Student  Activities 


Joel  Eakins,  B.S. 
Director  of  Physical  Plant 


Sarah  Littleton  Weaver  Gibbs,  B.S.,  M.A.,  Ph.D. 
Dean  of  the  School  of  Home  Economics 


Clyde  Neulan  Ginn,  B.S.,  M.Ed.,  Ed.D. 

Dean  of  the  Division  of  Extension  and  Public  Service 
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Billy  Leon  Green,  B.S.,  M.B.A. 
Director  of  Data  Processing 


Eric  McCoy  Gunn,  B.S.,  M.A.,  Ed.D 

Dean  of  the  College  of  Education  and  Psychology 
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William  Rader  Grantham,  B.S.,  M.A. 
Dean  of  Students 


Joseph  Arthur  Greene  Jr.,  A.B.,  M.A.,  Ph.D. 
Dean  of  the  College  of  Business  Administration 


Graham  Lee  Hales  Jr.,  B.A.,  B.D.,  Ph.D. 
Chaplain  and  Coordinator  of  Religious  Activities 


Elizabeth  Catherine  Harkins,  B.S.N. .  M.S.M..  Adv.  M.Ed.,  Ph  D 

Dean  of  the  Sehcx>l  of  Nursing 
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Cecil  Marshall  Klutts,  B.S. 
Purchasing  Agent 


Carl  Conn  Lawrence,  B.S. 
Director  of  Placement  Bureau 
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Max  Harold  McDaniel,  B.A.,  M.A.,  Ph.D 
Dean  of  Student  Development 
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Charles  B.  McNeill,  3.S.,  M.S. 
Director  of  Admissions 


Danny  Wayne  Montgomery,  B.S.,  M.Ed. 
Registrar 


Joe  Paul,  B.S. 

Assistant  Director  of  University  Union 


Eric  Richard  Prenshaw,  B.M.,  M.M.,  D.M.A. 
Assistant  to  the  Vice  President  for  Academic  Affairs 
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Barbara  Ross,  B.S.,  M.S. 

Associate  Dean  for  Women*  Organizations 


Gene  Duane  Suacier,  B.S.,  MS 

IX>an  of  Admissions  and  Special  Academic  Services 
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Bill  Wayne  Shafer,  B.S.,  M.Ed.,  Ph.D. 
Director  of  Student  Counseling 


William  Clarence  Scruggs  Jr.,  B.S. 
Director  of  Computer  Center 
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Homer  Elton  Sullivan  Jr.,  B.S.  in  B.A. 
Director  of  Housing 


Robert  Thomas  van  Aller,  B.S.,  M.A.,  Ph.D. 
Dean  of  the  Graduate  School 
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James  H.  Sims,  B.A.,  M.A.,  Ph.D. 
Dean  of  the  College  of  Liberal  Arts 


Kenneth  Elmo  Smith,  B.B.A.,  M.S.,  C.P.A. 
Chief  Accountant 


Sidney  E.L.  Weatherford  Jr.,  B.S.,  M.A.,  Ed.D 
Director  of  Institutional  Research 


Gary  Cecil  Wildman,  A.B.,  Ph.D 

Dean  of  the  College  of  Science  and  Technology 


51 


There  is  a  series  of  steps  a  person 
must  take  in  order  to  become  a  stu- 
dent at  the  University  of  Southern 
Mississippi.  First,  he  must  submit  an 
application  to  the  Office  of  Admis- 
sions. If  accepted,  he  then  must  pro- 
ceed to  the  Housing  Office  in  order 
to  reserve  a  place  to  live.  The  Offia 
of  the  Registrar  aids  the  student  in 
selecting  courses  and  signing  up  for 
them.  After  accomplishing  these 
steps,  the  student  then  must  encoun- 
ter the  Business  Office  in  order  to 
pay  his  fees. 


In  many  cases,  students  may 
need  help  in  paying  fees.  The  Of- 
fice of  Student  Aid  and  Scholar- 
ships is  available  to  help  students 
in  any  way  possible.  The  Univer- 
sity is  concerned  with  helping  stu- 
dents choose  the  right  field.  The 
Counseling  Center  and  the  Career 
Development  Center  have  trained 
personnel  to  advise  students  in 
making  decisions.  The  Placement 
Bureau  provides  job  opportu- 
nities for  students  who  want  to 
gain  experience  and  make  some 
money  while  attending  school,  as 
well  as  helping  to  place  graduates 
in  work  in  their  major. 
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POST  OFFICE  HOURS 
MON-FRI 
SAT  8AM-9. 


The  University  Bookstore  is  a 
miniature  department  store,  sup- 
plying the  student  population 
with  gifts,  greeting  cards,  school 
supplies  and  many  other  things. 
The  Textbook  Service  loans  or  sells 
books  to  students  for  their  classes. 
Most  books  are  loaned  to  students 
as  long  as  they  are  enrolled  in  a 
course.  Probably  the  most  popular 
place  on  campus  is  the  Post  Office. 
No  student's  day  would  be  com- 
plete without  checking  to  see  if  he 
or  any  of  his  "boxmates"  have 
gotten  any  mail. 
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The  University  Commons  supplies  on-cam- 
pus  students  with  three  daily  meals  Monday 
through  Saturday  and  two  meals  on  Sunday. 
In  addition  to  the  regular  meal  line,  there  is 
a  line  for  students  who  are  watching  their 
weight.  Campus  brains  can  usually  be  found 
indulged  in  a  book  at  the  Library.  Besides 
study  aids,  the  library  also  has  current  news- 
papers and  magazines.  The  Clinic  is  the 
campus  emergency  room.  Students  can  be 
found  there  around  the  clock,  seeking  aid  for 
sprained  ankles,  headaches,  or  coughs.  Cam- 
pus Security,  besides  giving  parking  tickets, 
protects  the  campus  and  students  24  hours  a 
day. 
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All  activities  must  be  cleared  with 
the  Office  of  Student  Activities.  This 
includes  meetings,  selling  food  or  lis- 
tening to  an  off-campus  speaker. 
The  Photo  Center  is  always  available 
to  cover  activities  with  their  ace  pho- 
tographers. They  also  take  individ- 
ual pictures,  sell  film  and  develop 
film  at  a  discount  price  to  students. 
To  announce  an  activity,  the  Print- 
ing Center  can  provide  posters, 
hand-bills  or  letters. 


BUSINESS 
ADMINISTRATION 

The  College  of  Business  Administration,  headed  by  Dean  Joseph  A. 
Greene  Jr.  and  Assistant  Dean  Howard  0.  Jackson,  is  divided  into  four 
departments  offering  a  Bachelor  of  Science  in  Business  Administration 
and  three  graduate  departments  offering  a  Master  of  Science  in  Business 
Administration. 
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ACCOUNTING:  Jerold  G.  Morgan,  Chairman;  Hayward  G.  An- 
derson; Stanely  M.  Carpenter;  Robert  R.  Cummings;  James  B. 
Dear;  John  0.  Everett;  William  T.  Harris  Jr.;  Howard  0.  Jackson; 
Frederick  D.  Kenamona;  Laurence  H.  McDuff;  Hugh  J.  Parker; 
Paul  D.  Torres. 

ECONOMICS:  Jack  C.  Wimberly.  Chairman;  Modena  M.  Baldwin; 
Harold  T.  Black;  Ottamise  C.  Cameron;  Charles  P.  Carter;  Donnie 
L  Daniel;  Michael  D.  Everett;  Shirley  G.  Green;  Eddie  M.  Lewis; 
Chen-Tuan  Li;  James  M.  McQuiston  Jr.;  Frank  C.  Whitesell;  D.C. 
Williams  Jr. 


FINANCE  AND  GENERAL  BUSINESS:  William 
A.  Sirmoit,  Chairman;  James  H.  Burton;  Joseph  H. 
Clements;  Charles  N.  Dennis;  Iskandar  S  Hamwi; 
Bryce  D.  Jordan;  Roger  T.  Kintf;  Ben  H.  Walley  Jr.; 
Ben  M.  West;  Lam  H.  White. 
MANAGKMKNT:  Roy  N.  Moore,  Chairman;  Hyler  J 
Bracey;  Stanley  A.  Brooking;  James  L.  Cavis;  David 
J.  Etzold;  Henry  A.  Gottleher;  Virginia  S.  Hill; 
Aubrey  C  Sanford;  Martin  Stegenga. 
MARKETING:  Richard  C.  Vreeland,  Chairman; 
Thomas  T.  Ivy;  Thomas  K.  Fritchett;  William  F. 
Schoell,  III;  Thomas  D.  Smith;  Robert  E.  Stevens. 
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PSYCHOLOGY 

The  College  of  Education  and  Psychology  is 
headed  by  Dean  Eric  M.  Gunn  and  Assistant  Dean 
N.  Hugh  Fruge.  The  College  is  divided  into  ten 
departments  and  offers  a  Bachelor  of  Science  as 
well  as  a  two  year  program  in  secretarial  training. 
All  ten  departments  offer  a  Master  of  Science  or  a 
Master  of  Education,  seven  departments  offer  a 
Specialist's  Degree,  and  seven  departments  offer 
a  Doctor  of  Education  or  Doctor  of  Philosophy. 
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BUSINESS  EDUCATION:  Annellc  Bonner,  Chairman;  Marian 
T.  Borthwick;  Bobbye  K.  Davis;  Donna  L.  Conerly;  Shirley  G. 
Green;  Carolyn  M.  Lewis;  Gloria  B.  Taylor. 
COUNSELING  AND  GUIDANCE:  John  D.  Alcorn.  Chairman; 
Herman  Boroughs;  John  C.  Burch;  Milton  H.  Cambridge; 
James  01  Culberson;  Jack  L.  Daniels;  Peter  E.  Durkee;  Ken- 
neth U.  Gutsch;  Samuel  W.  Hopkins  Jr.;  Ben  0.  Hutton; 
Charles  H.  Probst;  Daniel  L  Randolph;  Bill  W.  Shafer,  Joanne 
H.  Stevens;  Daniel  K.  Sturgis. 

CURRICULUM  AND  INSTRUCTION:  Paul  W.  Peddicord, 
(Chairman;  Bobby  D.  Moore,  Coordinator  of  Elementary  Edu- 
cation; Herschel  Q.  Peddicord,  Coordinator  of  Secondary  Edu- 
cation; Bonnie  J.  Davis,  Coordinator  of  Pn-Professional  Pro- 
grams; Jannie  A.  Allen;  Paul  B.  Bothwick  Jr.;  Claude  L. 
Campbell;  Mary  Ann  Carmichael;  David  F.  Cunningham;  John 
C.  Davis  III;  Bonnie  L.  Hensley;  Mary  Ellen  L.  James;  Roger 
B.  Johnson  Jr.;  George  H.  McNinch;  Theron  W.  Manly;  Wallace 
I).  Miller;  Reed  R.  Mottley;  Sally  T.  Nielson;  Eleanor  E.  Noble; 
Lloyd  F.  Posey;  Ohren  W.  Rains;  Bonnie  C.  Richmond;  Mark  G. 
Richmond;  Charles  E.  Thompson. 

EDUCATIONAL  ADMINISTRATION  AND  SUPERVISION: 
James  H.  McPhail,  Chairman;  Bobby  D.  Anderson;  Edgar  H. 
Bcndenbaugh  Jr.;  Joseph  0.  Carson  Jr.;  Clyde  N.  Ginn;  Morris 
R  Karnes;  Gary  S.  Rush;  David  K.  Stewart;  Sidney  E.  Weath- 
erford  Jr. 

INDUSTRIAL  AND  VOCATIONAL  EDUCATION:  William 
B.  Burns,  Chairman;  Gerald  T.  Baron;  Carlos  L.  Boyte;  Elvin 
M.  Hunter;  Marvin  L.  Lanmon  Jr.;  Herman  R.  Todd. 


LIBRARY  SCIENCE:  Onva  K.  Boshears,  Chairman; 
William  D.  Boyd  Jr.;  William  E.  Jones  Jr.;  Lora  A. 
Long;  Dorothy  W.  Pearson;  Warren  F.  Tracy. 
PSYCHOLOGY:  James  D.  Lowe  Jr.,  Chairman; 
Howard  N.  Anderson;  Andrew  L.  Dickson;  Ellen  N. 
Eno;  Larry  J.  Gates;  Lee  K.  Hildman;  WiOiam  B.. 
Holliman;  Paul  E.  Horn;  Gary  E.  Jones;  John  C. 
Koeppel;  Christopher  C.  Layne;  Max  H.  McDaniel; 
Lilliam  E.  Mehearg;  Ray  S.  Musgrove;  Michael 
O'Boyle;  Halil  Ozerden;  Jerry  M.  Presley;  David  A. 
Sisemore;  Latney  C.  Weeker  Jr. 
RESEARCH  AND  HUMAN  DEVELOPMENT:  L.C. 
Welker  Jr.,  Chairman;  John  C.  Berry;  Willie  E.  Cos- 
ley;  Charles  W.  Davidson;  Perry  B.  Dennis;  Henry  B. 
Easterling;  William  F.  Ferguson;  Erid  M.  Gunn; 
Frances  A.  Karnes;  Richard  Kazelskis;  Harold  V. 
Knight;  Terry  M.  Lee;  Rex  L.  Leonard;  Bob  G.  Olsen; 
Willie  L.  Peirce  Jr.;  Louis  L.  Rogers;  John  R.  Shaf- 
fer; Robert  P.  Thomas;  Mary  Ann  Weare;  Jerry  L. 
Young. 

SCIENCE  EDUCATION:  Bobby  N.  Irby,  Chairman; 
Lawrence  J.  Bellipanni;  Fred  W.  Brown;  Ina  D. 
Brown;  Bobby  E.  Craven;  John  H.  Dale;  John  M. 
Flowers  Jr.;  George  G.  Hurst;  Jack  G.  Matthews; 
Marlene  M.  Milkent;  Isadore  L.  Sonnier. 
SPECIAL  EDUCATION:  William  V.  Plue,  Chair- 
man; Fred  W.  Brown;  Basil  L.  Gaar;  Winston  E. 
Markwalder;  John  M.  Norsworthy. 


FINE  ARTS 

The  College  of  Fine  Arts  is  organized  into 
six  departments  offering  Baccalaureate  de- 
grees in  Fine  Arts,  Art,  Music  and  Music 
Education.  Masters  degrees  are  offered  in 
these  same  programs.  A  specialist's  degree 
is  offered  in  Music  Education  and  three  Doc- 
toral degrees  are  offered. 


ALLIED  ARTS:  Walter  Lok,  Chairman;  Larry  D.  Mullican; 
James  F.  Yestadt. 

ART:  Jeff  R.  Bowman,  Chairman:  John  Bross:  James  \V. 
Meade  Jr.;  Vernon  E.  Merrifield;  Harrv  C.  Ward  Jr. 
ART  EDUCATION:  William  H.  Poirier.  Chairman;  James 
T.  Davis  Jr.;  Margaret  W.  Ryan;  Thomas  B.  Slater. 


MUSIC:  David  Foltz,  Chairman;  Paul  D.  Anderson;  Earl  W. 
Compton;  Wilfred  J.  Delphin;  John  R.  Donohue;  Lewis  W. 
Gordon;  Albert  J.  Gower  Jr.;  Patricia  R.  Hays;  Roger  J. 
Hill;  George  E.  Imbragulio;  Leroy  Johnston;  Virginia  L. 
Mullins;  Donald  0.  Munsell;  Marian  Nowakowski;  William 
H.  Presser;  Dana  0.  Ragsdale;  Richard  X.  Sanchez;  Leon- 
ard D.  Stocker;  Susan  F.  Straley;  Barbara  L.  Wieman;  Viv- 
ian A.  Wood;  Luigi  J.  Zanninelli. 

MUSIC  EDUCATION:  Norbert  Carnovale,  Chairman;  Den- 
nis E.  Behm;  Doris  M.  Bruckner;  Allan  E.  Cox;  Emma  K. 
Crews;  Perry  B.  Dennis;  Jack  P.  Donovan;  John  F.  Gay,  III; 
William  T.  Gower;  Newts  E.  Guilbeay;  Sherman  Hong; 
Raoul  F.  Jerome;  Sharon  E.  Lebsach;  Kelly  Love;  John  S. 
MacMorran;  Wilbur  L.  Moreland;  Walter  B.  Osadchuch;  Go- 
mer  J.  Pound;  Eric  R.  Prenshaw;  Robert  J.  Tuley;  Larry  V. 
Weed. 

THEATRE  ARTS:  Blaine  Quarnstrom,  Chairman;  Patricia 
K.  Amacker;  George  T.  Crook  Jr.;  Margaret  C.  Faust;  Gil- 
bert F.  Hartwig;  Robert  B.  Hill;  Larry  D.  Mullican. 
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HEALTH, 

PHYSICAL 

EDUCATION, 

AND 
RECREATION 

The  School  of  Health,  Physical  Education  and  Rec- 
reation is  headed  by  Dean  Walter  E.  Cooper.  The* 
school  is  divided  into  four  departments  offering 
Bachelor  of  Science  degrees  in  each  of  these  areas. 
There  are  also  four  Masters  degree  programs,  a  Spe- 
cialist's degree  program  and  two  Doctoral  programs. 
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ATHLETIC  ADMINISTRATION  AND  COACH- 
ING: Marion  C.  Johnson,  Chairman;  Marshall  L.  Bell; 
James  R.  Carpenter;  James  B.  Gallaspy  Jr.;  William 
R.  Grantham;  James  H.  Gray;  Earnest  L.  Harring- 
ton; James  L.  Ladner;  Celestian  J.  Taylor. 
HEALTH;  Wilbur  L.  Carr,  Chairman;  Shelby  E. 
Barnes;  Marianne  Brown;  Kenneth  L.  Carlson; 
James  R.  Switzer;  Charles  F.  Webb;  Walter  H. 
Yarrow. 
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HOME  ECONOMICS 

The  School  of  Home  Economics,  headed  by  Dean  Sarah  L.  Gibbs,  is 
divided  into  four  departments  offering  a  Bachelor  of  Science  in 
these  areas.  Two  year  degrees  are  also  offered  to  School  Lunch  Man- 
agers and  Head  Start  and  Day  Care  Center  Directors.  The  Master  of 
Science  is  offered  in  all  four  areas  and  a  Specialist's  degree  is  of- 
fered in  Home  Economics  Education. 


ENVIRONMENTAL  DESIGN:  Sue  Sharp,  Chairman;  Evelyn  B.  Davis;  Cynthia  R. 
Easterling;  Anita  M.  Stamper. 

FAMILY  LIFE  SERVICES:  Altra  H.  Hamman,  Chairman;  Elsie  B.  Chichester;  Gale 
S.  Dickerson;  Edith  M.  Lancaster;  Hylda  L.  Rogers;  Lynette  C.  Tuggle. 
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INSTITUTION  ADMINISTRATION:  Margaret  McCarthy, 
Chairman;  Sarah  L.  Gibbe;  Mary  C.  Landry;  Mary  S.  Reeves; 
Paul  I).  Rompf;  Virginia  R.  Wilgus. 

HOME  ECONOMICS  EDUCATION:  Mary  E.  Faulkinberry, 
Chairman;  Cloria  H.  Bryant;  Louella  G.  Milner. 


LIBERAL  ARTS 

The  College  of  Liberal  Arts,  headed  by  Dean  James  H.  Sims, 
is  organized  into  thirteen  departments  offering  either  a  Bach- 
elor of  Arts  or  Bachelor  of  Science  degree  in  31  undergraduate 
programs,  the  Master  of  Arts  or  Master  of  Science  degree  in  12 
fields,  and  a  Doctor  of  Philosophy  in  six  fields. 


AEROSPACE  STUDIES:  Hugh  D.  McCracken  Jr.,  Chair- 
man; Major  Thomas  E.  Collins,  III:  Captain  William  N. 
Patton. 

CRIMINAL  JUSTICE:  Tyler  H.  Fletcher,  Chairman; 
Frank  0.  Alonzo;  Michael  C.  Braswell;  Frances  E.  Devine; 
Willie  V.  Oubre;  William  H.  Porter;  William  B.  Taylor. 
ENGLISH:  Frank  O'Hare,  Chairman;  William  H.  Ander- 
son; David  C.  Berry  Jr.;  Audrey  D.  Blackwell;  Lois  T.  Bre- 
and;  Bonnie  C.  Brenegar;  Maurice  A.  Brown;  Joseph  K. 
Davis;  Walter  K.  Everett;  Jean  T.  Freeman;  Albert  D. 
George;  David  H.  Goff:  Stanford  P.  Gwin;  Shirley  A.  Han- 
shaw;  Wallace  G.  Kay;  Philip  C.  Kolin;  Alice  E.  Lasater; 
Jane  E.  Lewis;  Jennifer  G.  Lucas;  Jesse  F.  McCartney; 
Harry  W.  McCraw;  Charles  W.  Moorman;  Linwood  E.  Or- 
ange; Henry  S.  Phillips  Jr.;  Peggy  W.  Prenshaw;  Thomas  J. 
Richardson;  Virginia  P.  Shands;  Craig  B.  Skates;  Donald  T. 
Stamper;  Gary  A.  Stringer;  Jac  L.  Tharpe;  Forrest  D. 
Tucker;  Martha  P.  Weatherford. 

FOREIGN  LANGUAGE:  Roger  B.  Johnson  Jr.,  Chairman; 
Elizabeth  M.  Anglin;  Karen  0.  Austin;  Barbara  G.  Buckley; 
Giovanni  Fontecchio;  Mary  M.  Harmon;  Ronald  G. 
McCrary;  Fabienne  D.  McCullough;  Ruth  G.  Moorman; 
Editha  S.  Neumann;  William  M.  Odom;  Ralph  M.  Siverio. 


GEOGRAPHY  AND  AREA  DEVEL- 
OPMENT: William  M.  Roberts,  Chairman; 
Ralph  D.  Cross;  James  W.  Gladden  Jr.;  Ar- 
thell  Kelley;  Jesse  0.  McKee;  William  T. 
Mealor  Jr.;  Charles  T.  Traylor:  Robert  W. 
Wales. 

HISTORY:  John  Ray  Skates,  Chairman; 
Jay  P.  Anglin;  Richard  H.  Bowers;  Robert 
A.  Brent;  Orazio  A.  Ciccarelli;  Robert  D. 
Conklin:  Warrick  R.  Edwards.  Ill;  Claude 
E.  Fike;  John  E.  Gonzales;  John  D.  Guice; 
Glenn  T.  Harper;  Howard  J.  Jones;  Ken- 
neth G.  McCarty  Jr.;  Neil  R.  McMillen; 
Kenneth  W.  Mixon:  William  K.  Scarbor- 
ough; William  T.  Schmidt;  John  E. 
Wallace. 

JOURNALISM:  Birthney  Ardoin,  Chair- 
man; James  C.  Bishop;  Lloyd  Chaisson;  Gil- 
bert L.  Fowler  Jr.;  John  A.  Frair. 


MILITARY  SCIENCE:  Wilfred  E.  Irish  Jr..  Chairman;  Ma- 
jor Charles  T.  Calloway;  Lt  Colonel  Cline  G.  Cook;  Captain 
David  A.  Crittenden;  Major  Americus  M.  Gill;  Major 
George  S.  Moffitt;  Major  George  J.  Senter:  Captain  Doug- 
las F.  Walters;  Captain  Bennie  E.  Williams;  Major  Sand- 
erson A.  Woods. 

PHILOSOPHY  AND  RELIGION:  Paul  W.  Sharkey.  Chair- 
man; Graham  L.  Hales  Jr.;  John  F.  Nau;  Warren  C.  Sulli- 
van; Forrest  E.  Wood. 


85 


POLITICAL  SCIENCE:  William  H.  Hatcher,  Chairman;  Orley  B.  Caudill;  Ran- 
dolph M.  Coley;  Christos  L.  Doumas;  David  M.  Landry;  James  F.  Lea:  Ronald  G. 
Marquardt;  Joseph  B.  Parker;  Vincent  J.  Sherry  Jr.:  James  T.  Wolfe. 
RADIO,  TELEVISION  AND  FILM:  James  L.  Hall,  Chairman;  Lawrence  L.  Al- 
bers;  Robert  B.  Cade:  David  H.  Goff;  Donald  R.  Mott. 
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SOCIOLOGY  AND  ANTHROPOLOGY:  Lawrence  L.  Bourgeois,  Chair- 
man; John  N.  Burrus;  Sylvia  S.  Edwards;  Jerry  D.  Himelstein;  Thomas 
R.  Panko;  Donald  A.  Swann;  Oliver  B.  Thagard;  Robert  W.  Turner;  Da- 
vid Williamson;  Milton  M.  Winn. 

SPEECH  AND  HEARING:  Robert  C.  Rhodes,  Chairman;  Nettie  E.  Du- 
Bard;  Peggy  J.  Elward;  Helen  D.  Fike;  Noel  Lehrer:  Keener  D. 
McClelland;  Mary  T.  Schaub;  Leelen  M.  Terrio;  Robert  C.  Thomas. 


NURSING 

The  School  of  Nursing,  under  Dean 
Elizabeth  C.  Harkins,  received  accredi- 
tation in  1969  from  the  National 
League  for  Nursing.  The  school  offers 
Bachelor  of  Science  and  Master  of 
Science  degrees. 


88 


I 


DEPARTMENT  OF  NURSING:  Louise  M.  Carl- 
ton, Chairman;  Flora  Lee  Bain;  Lucy  Ball  Bates; 
Nellie  Rose  Bender;  Mary  Louise  Bryant;  Melba 
Ruth  Bryson;  Mary  Susan  Carr;  William  Allen 
Denkler;  Wanda  Lorraine  Dubuisson;  Marsha 
Diane  Fowler;  Shirlie  Ann  Freeman;  Brenda  F. 
Gipson;  Helen  Charlotte  Hales;  Elizabeth  Cath- 
erine Harkins;  Peggy  Gale  Hawkins;  Tommie 
Blomfield  Hildman;  Kay  Frances  Hobson;  Mars 
Halley  Huch;  Cathy  Spinning  Hughes;  Barbara 
Goggle  Johnson;  Theresa  Annettx-  Lester;  Mary 
Beth  McDowell;  Charlotte  Ann  McHenry;  Linda 
Carol  M<x)rer;  Amembal  Lalitha  Nayak;  Dorothy 
Loifl  Porter;  Mary  Ann  Rater;  Marlene  Bedsole 
Richeson;  Mary  Babb  Sisemore;  Judy  Marie 
Stovall. 


SCIENCE 

AND 

TECHNOLOGY 

The  College  of  Science  and  Technology  is  or- 
ganized into  ten  departments  and  the  Center 
of  Technology  Studies,  offering  either  a  Bach- 
elor of  Science  or  Bachelor  of  Arts.  There  are 
also  five  departments  offering  a  Doctor  of  Phi- 
losophy, two  offering  a  Doctor  of  Education, 
eleven  offering  a  Master  of  Science  and  four 
offering  a  Master  of  Education. 
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BIOLOGY:  Joseph  W.  Cliburn;  Charles  E.  Dawson; 
Author  G.  Fish;  Billy  J.  Grantham;  Gorden  Gunter; 
M.  Roy  Hood;  Fred  G.  Howell;  Harold  D.  Howse; 
James  M.  Kelly;  James  B.  Larsen;  Billy  J.  Martin; 
Donald  E.  Norris  Jr.;  Robin  M.  Overstreet;  George  F. 
Pessony  III;  Stephen  T.  Ross;  Samuel  W.  Rosso; 
Raymond  W.  Scheetz;  Byron  C.  Smith;  Lloyd  E. 
Story  Jr.;  Jean  W.  Wooten. 
CHEMISTRY:  Angela  0.  Bedenbaugh;  John  H. 
Bedenbaugh;  Gary  J.  Blomquist;  Charles  R.  Brent; 
Stella  D.  Elakovich;  Anselm  C.  Griffin  III;  Fred  M. 
Hawkridge;  J.  Emory  Howell;  Arnold  J.  Krubsack; 
Douglas  C.  McCain;  James  W.  Pinson;  Paul  M.  Toom; 
David  L.  Wertz;  Howard  P.  Williams. 
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COMPUTER  SCIENCE  AND  STATISTICS: 

Ralph  B.  Bisland  Jr.;  Cecil  D.  Burge;  Ruth  A.T. 

Cade;  Danny  R.  Carter;  Robert  M.  Hyatt;  Robert 

J.  McKenzie;  Frank  K.  Nagurney;  Jon  A. 

Stewart;  Billy  W.  Walters. 

GEOLOGY:  Richard  Lee  Bowen;  Bahngrell  W. 

Brown;  Oscar  L.  Paulson  Jr.;  Daniel  A.  Sundeen. 
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MATHEMATICS:  James  Caveny;  Beverly  J.  Davis;  Stephen  A.  Doblin;  Nancy  C. 

Dunigan;  Alice  W.  Essary;  Alton  L.  Hare;  Nancy  B.  Howell;  Melvyn  \V.  Jeter;  Robert 

W.  King;  William  L.  Knighton;  Joseph  S.  Morrell;  Virginia  L.W.  Mullins;  Jack  D. 

Munn;  Edwin  P.  Oxford;  Wallace  C.  Pye;  Joe  B.  Thrash  Jr.;  Porter  G.  Webster. 

MEDICAL  TECHNOLOGY:  William  D.  Atchinson;  Doris  W.  Barrett;  William  G. 

Brundage;  Robert  S.  Cooke  Jr.;  Donald  E.  Dore  Jr.;  Darnell  Ferguson;  George  A. 

Harwell;  Julian  C.  Henderson;  Mabel  J.  Hudson;  Frances  G.  Keller;  Ricardo  E.  Lopez; 

Linda  P.  Monroe;  David  M.  Owen;  Thomas  F.  Puckett;  Annie  Roush;  John  L.  Smith; 

James  L.  Stith;  Jane  S.  Wester. 

MICROBIOLOGY:  Rudolph  D.  Ellender  Jr.;  Bobby  L.  Middlebrooks;  Patricia  Peebles; 

Peter  K.  Stocks;  Gavle  R.  Stoddard;  Karen  Yarbrough. 

PHYSICS  AND  ASTRONOMY:  William  E.  Hughes;  William  F.  St.  Clair;  Raymond  F. 

Folse  Jr.;  Richard  F.  Herzog;  Grayson  H.  Rayborn. 

POLYMER  SCIENCE:  Billy  G.  Bufkin;  Paul  David  Fraver;  Charles  L.  McCormick  III: 

Donald  R.  Owen. 

CENTER  OF  TECHNOLOGY  STUDIES:  Wesley  L.  Baldwin;  Colen  J.  Boutwell; 

Charles  R.  Brent;  Michael  F.  Kavanaugh;  Douglas  K.  McGowen;  David  A.  Marchman: 

George  L.  Mathis;  Richard  H.  Pierce  Jr.;  Ysidro  Salinas;  Kenneth  Woolf;  James  W. 

Young. 
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COACHES 
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Roland  Dale-Director  Intercollegiate  Athletics 


Bobby  Collins- Head  Football  Coach 


Football  Coaching  Staff:  Dr.  Larry  Harrington,  Head  Trainer,  Whitey  Jordan;  Mack  Brown;  Ricky  Packard;  Ronnie  Cheatham;  Jim 
Weatherford:  Pete  Jenkins;  Milo  McCarthy;  Bobby  Collins,  Head  Coach. 
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Football 


This  year  was  the  first  time  in  three  years  that  Southern  had 
played  on  campus,  as  all  of  us  have  anxiously  awaited  the  com- 
pletion of  the  new  stadium.  The  Golden  Eagles  dropped  close  deci- 
sions to  Mississippi  State,  Florida  State,  and  Louisiana  Tech,  cap- 
turing wins  over  Memphis  State  and  Texas-Arlington  to  close  out 
the  1976-77  season  with  a  disappointing  2-9  record. 

Ben  Garry  ran  for  1236  yards  to  break  a  24  year  seasonal  rush- 
ing record,  for  USM,  set  in  1952  by  Hugh  Laurin  Pepper.  Ben 
lacked  only  99  yards  to  break  the  all-time  career  rushing  record 
set  by  Bucky  McElroy. 


USM 

0 

7 

0 
21 


19 
6 

27 
22 
14 
21 


East  Carolina 
Virginia  Tech 
Ole  Miss 
Cincinnati 
Alabama 
Brigham  Young 
Miss.  State 
Florida  State 
Louisiana  Tech 
Memphis  State 
U.  Texas  Arlington 


Opp. 

48 

16 

28 

28 

24 

63 

14 

30 

23 

12 

10 
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Assisting  the  Golden  Eagles  coaching  staff  in  1976  are  these  graduate  student  aides.  They  are,  from  left:  Charles  Sabbatini,  Carley  Towers. 
Jeff  Bower,  Dr.  Jim  Gray,  Robert  Sigh,  Jerry  Fremin,  Greg  Pieper,  Sam  Johnson  and  Bootsie  Larsen. 
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QUARTERBACKS:  L.  to  R.-Kenny  Alderman,  Joe  Burckel,  Randy  McDonald,  Jeff  Ham- 
mond, Milo  McCarthy. 


WIDE  RECEIVERS:  Standing  L.  to  R.-Joey  Starnes,  Joel  Fleming,  Mack  Brown,  John  Can- 
non, Lavon  Wilson,  Kneeling  L.  to  R.-Fred  Anderson,  Boo  Smith,  John  McLendon,  Ernest 
Stroud,  Chris  Pieper. 


CENTERS:  Standing  L.  to  R.-Whitey  Jordan,  Barry  Caudill,  David  Parrish,  Kneeling  L.  to 
R.Jimbo  Harrison,  Allen  McPherson,  Bill  Warner. 
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TIGHT  ENDS:  L.  to  R.-James  Henderson,  Larry  Harrington,  Melvin  Silvar,  John  Pitts. 


OFFENSIVE  BACKS:  Standing  L.  to  R.-Ben  Garry,  Carlos  Montgomery,  Curtis  Dickey,  Chuck 
Clancy,  Milo  McCarthy,  Kneeling  L.  to  R.-Willie  Corner,  Curtis  Zeigler,  David  Hosemann,  Raymond 
Beal. 
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OFFENSIVE  GUARD:  Standing  L.  to  R.-Whitey  Jordan,  Stanley  Sanders,  Tim  McCall,  Terry  Brown, 
Kneeling  L.  to  R.-Jess  Lang,  Eddie  Kaplan,  Steve  Boyette,  Larry  Fowler. 


OFFENSIVE  TACKLES:  Standing  L.  to  R.-Whitey  Jordan,  Eric  Smith,  Randy  Browder.  Billy  Vun- 
cannon,  Peter  Saia,  Kneeling  L.  to  R.-Amos  Fowler,  Robert  Sigh,  Porter  Mitchell,  Kevin  Breckner. 
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-1-^v      n  DEFENSIVE  BACKS:  Standing  L.  to  R.-Wade  Lynch,  Brad  Foster,  Malachi  Henry,  Phil  Ewing,  Da- 

iL/CICnSC      vid  O'Dom,  Terry  Daniels,  Jim  Weatherford,  Kneeling  L.  to  R.-Randy  Burge,  Emanuel  Kilhngsworth, 
Mike  Crenshaw,  Don  Law,  Kent  Newman,  Ricky  Burge. 


DEFENSIVE  ENDS:  Standing  L.  to  R.-Bishop  Knox,  Ronnie  Cheatham,  Bobby  Smithart,  Kneeling  L. 
to  R.-Terry  Brown,  Mike  Wilbanks,  Ben  Hale. 
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DEFENSIVE  TACKLES  AND  NOSE  GUARDS:  L.  to  R.-Greg  Ahrens,  Craig  Stevens  David  Keith 
Randy  Basleis  Ken  Smith  Randy  Browder,  Pete  Jenkins,  Kneeling  L.  to  R.-Ken  Lanier,  Alan 
McCollough,  Thad  Dillard,  Eddie  Nunez,  Tony  Humphries,  Stoney  Parker,  Albert  Teague. 


LINEBACKERS:  Standing  L.  to  R.-Bill  Clay,  Rick  Northam,  Mathew  Vassar,  Freeman  Horton 
Kneeling  L.  to  R.-Ricky  Allen,  Clemon  Ector,  Sonny  Abercrombie. 


Ill 


112 


I 


1/ 


"'   " 


-  ■ 


to  ^ 


«%' 


/r 


ft 

i\ 

PsSr 

"/ 

L<  Tji 

Mi 

wK^ 

1 

■A 

■^V  - 

«fc    ..' 

f^kSd 

I   1HL  ■ 

■di     HWlITT 

.  .    *,  *- . 

"5^ 

114 


September  25,  1976 
marked  the  date  of  the  dedi- 
cation of  the  M.M.  Roberts 
Stadium,  the  largest  sta- 
dium in  the  state  of  Missis- 
sippi. Governor  Cliff  Finch 
as  well  as  other  state  offi- 
cials were  on  hand  for  the  oc- 
casion. After  the  dedication 
ceremony,  fans  enjoyed  a 
competitive  game  between 
the  Eagles  and  the  Ole  Miss 
Rebels. 


Ivy  Grantham  was  crowned 
Homecoming  Queen  before  a 
crowd  of  nearly  30,000  people  in 
pregame  festivities  at  the  USM- 
Mississippi  State  game.  Campus 
organizations  decorated  the  cam- 
pus with  displays  commemorating 
the  Eagles  first  Homecoming  in 
their  new  stadium.  The  theme  for 
the  weekend  was  "Home  Again: 
Golden  Memories". 


Freshman  Maid— Cindy  McDonald 
escorted  by  Marv  Allums 


Sophomore  Maid- Leigh  Barry 
escorted  by  Jim  Borsig 


HOMECOMING 


Queen— Ivy  Grantham 
escorted  by  Frank  Meeks 


Junior  Maid-Susan  Kasano 
escorted  by  Gee  Ogletree 


Senior  Maid-Mildred  Thomas 
escorted  by  Benny  Walker 


Graduate  Maid- Mickey  Roberts 
escorted  by  Rusty  McKinley 
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THE 
PRIDE 


The  Pride  of  Mississippi  March- 
ing Band  continued  to  spellbind 
football  fans  with  its  precision 
marching  formations  and  beau- 
tiful sound.  Under  the  leadership 
of  director  Kelly  Love  and  drum 
major  Jimmy  Herrington  the 
band,  made  up  of  approximately 
400  musicians,  again  entertained 
at  the  Senior  Bowl  in  Mobile, 
Alabama. 
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RIFLES, 
FLAGS, 
AND 
SOLOIST 

Accompanying  the  Pride  and 
Dixie  Darlings  on  the  field  are  the 
Rifle  Corps,  Flag  Corps  and  Solo 
Twirler.  These  groups  add  color  to 
the  field  as  they  perform  to  the  mu- 
sic of  the  Pride. 
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The  37  girl  precision  dance  squad  performed  to  the 
music  of  the  Pride  during  halftime  shows.  Under  the 
direction  of  Mrs.  Karen  Quarnstrom,  the  Dixie  Dar- 
lings entertained  spectators  with  their  high  kicks  and 
sharp  dance  steps. 


Captains:  Jean  Alfonso,  Melissa 
Grimsley,  Liz  Jonas,  and  Margaret 
O'Neill.  Dixie  Darlings:  Derrith  All- 
good,  Nedra  Allgood,  Debbie  Bass, 
Pam  Bass,  Maria  Cirlot,  Kathy  Cooke, 
Edie  Dickinson,  Anne  Gambrell,  Jill 
Gunnell,  Marie  Haynes,  Rae  Hermes, 
Sherri  Hilyer,  Cay  Johnson,  Diane 
Jones,  Debbie  Kirk,  Valerie  Laffoon, 
Lisa  Laurendine,  Sharon  Laurendine, 
Amy  Lehmann,  Barbara  Mannoni,  Pam 
Marshall,  Linda  Massey,  Omeria 
McDonald,  Matilda  Ogden,  Venita  Ol- 
son, Ellen  Riley,  Lynn  Roe,  Mary  Ru- 
zina,  Sherry  Shaw.  Patsy  Shealy,  Karen 
Smith,  Toppy  Stieffel,  Gwen  Ward. 
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This  year's  Varsity  Cheerleaders,  led  by  captains 
Barbara  Bernzott  and  David  McVeay,  helped  to  keep 
the  enthusiasm  high  at  pep  rallies  and  games.  The 
squad  attended  the  Universal  Cheerleader  Associa- 
tion Summer  Camp  at  Memphis  State  University 
where  they  received  two  excellent  ratings  in  cheer 
competition,  and  eight  superior  ratings  including: 
sideline  competition,  originality  of  sideline  cheers, 
creativity  of  cheers,  Fight  Song  competition  and 
cheer  competition.  The  squad  received  fourth  place 
in  overall  competition. 
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VARSITY  CHEERLEADERS 


Judy  Putnam,  Bill  Saint  Sing,  Mildred  Thomas,  Mike  Sartain,  Barbara  Bernzott  (captain),  Bobby  McVeay  (captain),  Susan  Fasano,  Bobby 
Hall,  Cindy  Todd,  John  Crain,  Eagle-John  Wakeland 
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FRESHMAN 
CHEERLEADERS 

The  new  Freshman  Cheerleading  Squad  gave  support  to  the 
Junior  Varsity  football  team  as  well  as  cheering  at  Varsity 
football  games  this  year.  Captains  Trecia  Osadchuk  and  Larry 
Sims  led  the  spirited  group  in  stunts  and  cheers. 


Mark  Jumper,  Tracy  Muth,  Larry  Sims  (captain),  Trecia  Osadchuk  (captain),  Steve  Johnson,  Cindy  McDonald,  George  Bachmann,  Julie 
Langton. 
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POM  POM 
GIRLS 

The  Pom  Pom  Girls,  under  captain  Mar- 
gie Putnam,  entertained  during  home 
basketball  games.  Dancing  to  the  music  of 
the  Pep  Band,  the  girls  performed  rou- 
tines during  halftime  at  these  games. 
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Kneeling:  Margie  Putnam,  captain;  Pam  Marshall;  Edie  Dickinson;  Gwen  Ward.  Standing:  Debbie  Bass;  Terri  Reeves;  Omeria  McDonald; 
Derrith  Algood. 
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BASKETBALL 

The  Eagles  Basketball  Team  returned  to  the  courts 
ready  for  the  tough  competition  ahead  of  them.  The 
Eagles  met  their  competition  with  hard  work  and  good 
team  strategies  and  came  out  of  the  season  a  stronger 
team. 


Front  Row:  Ken  Schapker;  Cornelius  Jackson;  Morris  Wood;  Terry  Branch;  Barry  Montgomery;  Dennis  McMillan;  Dillet  Montgomery; 
Garry  Quarles.  Back  Row:  Cornell  Coleman;  Jim  Carlson;  Howard  Swilley;  John  Prince;  Rick  Becker;  Steve  Fields;  Steve  Knight;  Kenny 
Smith. 
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WOMEN'S 
BASKETBALL 

The  Lady  Eagles  proved  to  be  an  asset  to  the  Univer- 
sity in  their  second  year.  After  having  a  winning  sea- 
son in  their  first  season,  the  Lady  Eagles  Basketball 
team  was  prepared  for  their  rough  second  season  and 
again  came  out  with  a  winning  season. 


Seated:  Becky  Frisby;  Kim  Dedeaux;  Tanya  Ponder;  Jodie  Poole;  Patricia  Bynum;  Sylvia  McCarty;  Melvyn  Simpson;  Brenda  Cooley;  Sandy 
Baer.  Standing:  Debbie  Mumford;  Kelly  Cummings;  Gennice  Lenoir;  Bob  McBee,  Head  Coach;  Dr.  Herschel  Peddicord,  Assistant  Coach; 
Brenda  Saulters;  Jo  Ann  Dawsey. 
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The  USM  Soccer  team  ended  its  season  with  a  4-3-2  record. 
Coached  by  Charles  McCormick,  the  team  showed  an  endless 
supply  of  energy  and  spirit.  With  little  student  support,  the 
team  worked  hard  for  a  winning  season. 


Walter  Anaya,  Tom  Atkinson,  Guellermo  Bendezu,  Anthony  Curtis,  Xavier  Gonzalez,  Jeff  Lackey,  Mohammad  Mozaffari,  Alfred 
Pitrangelo,  Kurt  Randall,  Rodrigo  Restrepo,  Sergio  Sambaolo,  Michel  Sayegh,  Dave  Schulenberg,  Armando  Silvestre,  Pierce  Wayne  Tolson, 
Jose  Umana,  Camilo  Vega,  Jose  Warren,  Rob  Wiggins. 
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BASEBALL 

The  Baseball  Team,  led  by  Coach  Pete  Taylor, 
practiced  hard  during  the  early  Spring  to  prepare 
for  the  competition  they  would  face.  Their  hard 
work  paid  off  and  the  team  proved  to  be  tough 
competitors. 
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HIGH 

SCHOOL 

DAY 

Once  a  year  high  school  stu- 
dents from  the  surrounding  area 
are  invited  to  the  USM  campus 
for  a  day  of  fun  and  getting  to 
know  Southern.  The  Spring  1976 
high  school  day  theme  was  Spring 
Round  Up.  Students  were  given 
western  hats  and  learned  about 
the  many  facets  of  the  University 
of  Southern  Mississippi.  To  end 
the  day,  the  group  was  treated  to 
a  dance  at  the  golf  course 
pavillion. 
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REGISTRATION 

Registration,  held  quarterly,  is  one  of  the  many  necessary 
evils  of  University  life.  Standing  in  line  for  hours  just  to  get 
inside  and  then  finding  that  the  class  you've  been  waiting 
three  quarters  to  take  is  closed,  filling  out  computer  sheets, 
paying  fees  and  finally  picking  up  books  are  just  a  few  of  the 
escapades  of  Registration. 
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INTRAMURALS 

The  Recreational  Sports  Department  sponsored  the  Intra- 
mural Program.  The  1976-77  program  included  such  games 
as  Co-Rec  Novelty  Ball,  Basketball,  Floor  Hockey,  Bowling, 
Water  Polo,  Football  and  Baseball.  Residence  Halls,  Sorori- 
ties, Fraternities  and  individual  groups  participated  in  the 
competition. 
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A  UAC  Presentation 
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STEPHEN  STILLS 


190 


STEVE  MARTIN 

December  8,  1976 
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HARLEM 
GLOBETROTTERS 

January  10,  1977 
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Presented  by  the  Recreational  Sports  Dept. 
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Jody  Anne  Blakeney 


Jimmye  Ruth  Brashier 


Jean  Alfonso  is  a  Senior  in  Clothing 
Merchandising.  She  is  a  member  of 
Omicron  Delta  Kappa,  president  of  Phi 
Delta  Rho  and  captain  of  both  the  Dixie 
Darlings  and  Pom  Pom  Girls.  Miss 
Alfonso  is  a  member  of  Delta  Gamma 
social  fraternity  and  has  served  as  vice 
president  of  the  fraternity  and  president 
of  Panhellenic  dormitory. 

Linda  Baggett  is  a  Dean  and 
President's  List  student  majoring  in 
Spanish.  She  is  a  member  of  Chi  Omega 
social  fraternity  and  has  served  as 
president  of  CWENS  and  PI  Tau  Chi. 

Twilah  Barnes  is  a  Junior  majoring  in 
Elementary  Education.  She  is  a  member 
of  Alpha  Kappa  Alpha  social  sorority  and 
has  held  the  offices  of  both  president  and 
'ice  president. 

Mary  Ann  Bennett  is  a  Senior  in 
Bilingual  Executive  Secretarial  Studies. 
She  is  a  member  of  Chi  Omega  social 
fraternity  and  an  ASB  Senator  and  a 
member  of  Phi  Beta  Lambda. 

Jody  Blakeney  is  a  Senior  majoring  in 
General  Business  Administration.  She  is  a 
member  of  Chi  Omega  social  fraternity 
and  was  voted  Outstanding  Greek  Pledge 
of  1974-75  and  Chi  Omega  Model  Pledge. 
Miss  Blakeney  is  a  member  of  Pi  Tau  Chi 
and  Phi  Delta  Rho. 

Jimmye  Brashier  is  a  Senior  majoring 
in  Music  Education.  She  is  a  member  of 
the  University  Honors  Program  and  the 
student  senate.  Miss  Brashier  was  voted 
Outstanding  pledge  of  Tau  Beta  Sigma 
and  Outstanding  USM  Bandswoman. 


Donna  Leigh  Brooks 


Donna  Brooks,  a  Senior  in  Therapeutic  Recrea- 
tion, is  a  Dean  and  President's  List  student  and  a 
member  of  Chi  Omega  social  fraternity. 

Marshall  Bynum  is  a  Senior  in  Special  Educa- 
tion. He  is  a  member  of  Phi  Kappa  Tau  social  fra- 
ternity and  a  member  of  Alpha  Phi  Omega  Ser- 
vice honorary. 

Ronald  is  a  President's  List  student  in  Political 
Science.  He  is  a*  member  of  Omega  Psi  Phi  social 
fraternity  and  the  Student  Affairs  Court. 

Bart  Gentry  is  a  Senior  in  Marketing  and  a 
member  of  the  University  Honors  Program.  He  is 
also  a  member  of  Alpha  Phi  Omega  Service 
Honorary. 

Jeanine  Goss  is  a  Senior  Nursing  major.  She  is  a 
member  of  Kappa  Delta  social  sorority  and  was 
the  1976  Student  Body  Maid. 

Virginia  Grady  is  a  Senior  majoring  in  Equip- 
ment in  Family  Life  Services.  She  is  a  member  of 
Delta  Delta  Delta  social  sorority. 

Ina  Griffin  is  a  Senior  Biology  major.  She  is  a 
member  of  Delta  Zeta  social  sorority  and  the 
American  Chemical  Society  Student  Affiliates. 

Susie  Harrington  is  a  Senior  Communications 
major.  She  is  a  member  of  Delta  Gamma  social 
fraternity  and  is  president  of  Southern  Style. 
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Rita  Susan  Harrington 
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Lulu  Helms  is  a  Senior  Music  Education 
major.  She  is  a  member  of  Phi  Mu  social  fra- 
ternity and  Mu  Phi  Epsilon. 

Marvin  Hetherington  is  a  Senior  majoring 
in  Professional  Accountancy.  He  is  a  mem- 
ber of  Delta  Sigma  Pi. 

Liz  Jonas  is  a  Senior  Theatre  major.  She  is 
a  member  of  Phi  Delta  Rho  and  a  Dixie  Dar- 
ling captain. 

Michael  Luelfing  is  a  Senior  majoring  in 
Professional  Accountancy  and  a  member  of 
Alpha  Epsilon  Alpha. 

Jacquelyn  Mangum  is  a  Dean's  List  stu- 
dent majoring  in  Business  Education  and  a 
member  of  Chi  Omega  social  fraternity. 

Sheron  McLendon  is  a  Senior  majoring  in 
Professional  Accountancy.  She  is  a  Phi  Mu 
alumni  and  a  member  of  Phi  Delta  Rho. 

Nan  McWilliams  is  a  Senior  Speech  and 
Hearing  major  and  a  member  of  Chi  Omega 
social  fraternity  and  Phi  Delta  Rho. 

Donald  Medley  is  a  Senior  with  a  double 
major  in  Biology  and  American  Studies  and 
a  member  of  Sigma  Alpha  Epsilon  social 
fraternity. 

Jack  Munn  is  a  Senior  Mathematics  major. 
He  is  a  member  of  Sigma  Nu  social  frater- 
nity and  the  USM  Baseball  Team. 


president  of  this  group.  She  is  a  member  of 

Phi  Delta  Rho  and  Omicron  Delta  Kappa. 

Donald  Medley  is  a  Senior  with  a  double 


Sheron  Covington  McLendon 


major  in  Biology  and  American  Studies.  He 

has  served  as  president  of  Sigma  Alpha 

Epsilon  social  fraternity  and  as  president  of 


Nan  Elisabeth  McWilliams 


the  Young  Democrats,     fraternity  and  a  Chi  Omega  Owl  Man.  He  is 

Jack  Munn  is  a  Senior  Mathematics  major,      also  a  member  of  the  USM  Baseball  team 

He  is  a  member  of  Sigma  Nu  social  and  of  the  M  Club. 
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Michael  Lynn  Sartain 


Elizabeth  Oates  is  a  Senior  Psychology  major  and  a 
member  of  Chi  Omega  social  fraternity.  She  is  also 
vice-president  of  Phi  Delta  Rho. 

Beverly  Ransom  is  a  Senior  majoring  in  Elementary 
Education  and  is  a  member  of  Omicron  Delta  Kappa. 
She  is  also  a  member  of  Phi  Mu  social  fraternity. 

Wanda  Rose  is  a  Senior  Clothing  Merchandising  ma- 
jor and  is  a  member  of  the  Student  Senate,  Residence 
Hall  Council  and  Southern  Style. 

Bill  Saint  Sing  is  a  Senior  Personnel  Management 
major  and  a  member  of  Sigma  Nu  social  fraternity.  He 
is  also  a  Varsity  Cheerleader. 

Mike  Sartain  is  a  Dean's  List  student  majoring  in 
Marketing.  He  is  a  member  of  Sigma  Phi  Epsilon  social 
fraternity  and  a  Varsity  Cheerleader. 

Lisa  Stubbs  is  a  Senior  Nursing  major  and  a  member 
of  Pi  Beta  Phi  social  sorority.  She  has  also  served  as 
Panhellenic  Council  president. 

Mildred  Thomas  is  a  Senior  Elementary  Education 
major  and  a  member  of  Chi  Omega  social  fraternity. 
She  is  also  a  Varsity  Cheerleader  and  a  member  of  Phi 
Delta  Rho. 

Jan  Walker  is  a  Senior  Dietetics  major  and  has 
served  as  president  of  Delta  Delta  Delta  social  sorority. 
She  received  the  1976  Crown  Zellerback  Foundation 
Scholarship. 

Jon  Walt  is  a  Senior  Psychology/History  major.  He 
is  a  member  of  the  University  Honors  Program  and  the 
Student  Senate  and  Young  Republicans. 
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Oliver  Vassar  Shearer  III 


Michael  Franklin  Wack 


Elizabeth  Virginia  Franklin 


Karen  Gamble 


Dorothy  Louise  McLeod 
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Carol  Cooper  Yarbrough 


Oliver  Shearer,  a  Senior  in  Community  and  Re- 
gional Planning,  is  a  member  of  Sigma  Phi  Epsi- 
lon  social  fraternity  and  Alpha  Phi  Omega. 

Mike  Wack,  a  Senior  majoring  in  American 
Studies,  is  president  of  Sigma  Phi  Epsilon  social 
fraternity  and  a  member  of  Omicron  Delta 
Kappa. 

Becky  Williams,  a  Senior  in  Home  Economics 
Education,  is  a  member  of  Alpha  Phi  Omega  ser- 
vice fraternity  and  president  of  the  Home  Eco- 
nomics Club. 

Beverly  Windham,  a  President's  List  student 
majoring  in  Accounting,  has  served  as  Rush 
Chairman  of  Delta  Gamma  social  fraternity. 

Carol  Yarbrough,  a  Senior  Special  Education 
major  is  a  member  of  Kappa  Delta  social  sorority, 
the  Student  Education  Association  and  the 
Senate. 

Beth  Franklin  is  a  Senior  majoring  in  Social 
Rehabilitation  Services.  She  is  a  member  of  Phi 
Delta  Rho  and  a  past  president  of  Kappa  Delta. 

Karen  Gamble  is  a  Senior  Journalism  major. 
Editor  of  the  Student  Printz  and  the  recipient  of 
the  1976  Mississippi  Press  Women's  Award. 

Dotty  McLeod,  a  Senior  in  Home  Economics 
Education,  is  a  member  of  the  1976  Hall  of  Fame 
and  president  of  Delta  Gamma  social  fraternity. 

Martha  Melton  is  a  Dean's  List  Nursing  major. 
She  has  served  as  president  of  Pi  Beta  Phi  social 
sorority  and  is  a  member  of  Phi  Delta  Rho. 

Gee  Ogletree  is  a  Senior  American  Studies  ma- 
jor and  has  served  as  president  of  the  Student 
Body  and  of  Kappa  Sigma  social  fraternity. 
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MR.  USM 


Gee  Ogletree 
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MISS  USM 


Liz  Jonas 
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BEAUTIES 


Derrith  Allgood 
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Nan  Cochran 
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Dot  Dickson 
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Dianne  Doerres 
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Susan  Fasano 
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Kim  Kimbrough 
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Mary  Jane  Lawler 
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Mollie  Magee 
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Pam  Patrick 
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Diane  Randall 
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JUNIOR 

PANHELLENIC 

TALENT 

SHOW 

The  Junior  Panhellenic  Talent  Show  is  sponsored  by  the 
pledge  classes  of  the  sororities  on  campus.  This  year's 
winners  were:  Overall  winners-Chorus  Line  Dancers; 
First  Place,  Voice-Corinne  Kinnebrew  and  Dwight  Byrd; 
Second  Place,  Voice-Mixed  Quartet;  First  Place,  Vari- 
ety-Melody Busby;  Second  Place,  Variety-Jenny  Sand- 
ers. Molly  Magee  served  as  hostess  for  the  evening.  Diane 
Eddins,  last  year's  overall  winner,  Derrith  and  Nedra  Al- 
good,  last  year's  first  place  voice  winners,  and  the  Denim 
Gang  provided  special  entertainment. 


THE 

MISS 

SOUTHERN 

PAGEANT 

Thirteen  coeds  competed  in  the  1976  Miss 
Southern  Pageant.  Judging  was  based  on 
swimsuit,  personality  and  talent  competition, 
and  the  girls'  talents  ranged  from  song  and 
dance  to  comedy  skits.  Mollie  Magee,  the  reign- 
ing Miss  Mississippi,  served  as  emcee  for  the 
evenings  activities. 
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Representing  The  University  of  Southern  Mississippi  in   the 
Miss  Mississippi  Pageant 
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Graduates 


Tor  Aasrum         Dane  Allen         Juanice  Allen     Ted  Anderson    Donald 

Anthony 


Kenneth  Ard      Nancy  Ball 


David  Barnes     Bobby 

Beavers 


Sheila  Brooks     Frank  Brown      Carlos 

Calderon 


Cathy  Carucci    Matthew 
Celozzi 


David  Carla  Collum 

Chamberlin 


Elisabeth  Ginny  Doris  Davis         Roland  Michael 

Cutierrey  Daughdrill  Dobard  Dobbins 


Cheryl  Dowe      William  Patrick  Evans    Constantine 

Dubuisson  Farmer 


Ryan  Ferrell      Paula  Yvonne  Aldo  Foate         Virginia  Kenneth  Debbie 

Finnegan  Firestone  Fulcher  Gavette  Graham 


William 
Griffin 


Kennard 
Grimes 
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Larry  Hess 

Henry 

Samuel 

Brewer 

Wilbert 

Joyce  Kackley    Rana  Khan 

Jesse 

Holliday 

Howard 

Hutchinson 

Jordan 

Kill- 
ingsworth 

Bernard  Lang 
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Eric  Lantrip      Charles 
Lasher 


Judith  Lea  Mary  Lee 


Richard  Long     Maris  Loup         Pamela  Robert  Maris      Carmen 

Maddox  Martin 


Clinton  Thomas  Robert  McBee    Johnny  Joyce  Eugenia 

Martin  Martin  McDowell  McNeese  Minor 


Emma  Mize         Sharon  Danny 

Morrison  Murphy 
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Paul  Murphy      James  Nail 


Stephan  Lisa  Nix  Susan  Norman    Venita  Olson       George 

Nelson  Overby 


Jimmy  Owen       Jerome 
Parson 


Sherrie  Pate       Channing  Russell 

Powell  Rheame 


Charles  Jenny  Elsa  Rineon        Elew  Rogers        Michael  Roper    Dennis 

Richardson  Richardson  Rowlen 


Rhonda  David  Sylvia  Rye         Robert  Aleta  Douglas  Balwant  Singh    Alvin  Smith        John  Spear 

Rowzee  Rutledge  Savage  Schexnay-  Schexnay- 


Julius  Speed       Roland  Stroud     Kenneth  Stuck   Nancy  Marlena  Charles  Elizabeth  William  John  Treat 

Sylvester  Thomas  Thompson  Thompson  Thompson 


Darryl  Ulmer     David 

Vicknair 


Leonardo  Richard  Katherine  Richard  Cheryl  Welch      Marcia  Wicks     Daphne 

Villar  Vincent  Warren  Weaver  Winters 
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Seniors 


Nimer  Abdel-    Edna 
Rahim  Aber- 

crombic 


Gail  Adams        Jean  Adams       George 

Ainsworth 


Jean  Alfonso 


Spurgeon  James  Allen       Martha  Allen      Robert  John  Toby  Becky  Ricky 

Alford  Amnions  Anderson  Anderson  Andress  Anthony 
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Alice 

Armstrong 


George  Arnold    Jeanine  Sandra  Baer      Judy  Baggett     Janet  Baker       Daleine 

Atkinson  Baldwin 


Charles  Banks 


Charles 
Barham 


Fayr  Barkley     George 

Barlow 


Richard 
Barlow 


Sandra  Barner  Debra  Barnes     Linda  Barnes     Belinda 

Barnett 


Larry  Barnett    Wanda 

Barnett 


Charlotte  William  Richard  Kathy  Selena  Bass        Frederick 

Barrett  Barton  Bartzer  Basham  Bates 


Nanette  Bates    Roger  Baucum   Brian 

Baughman 


Douglas  Janet  Baylis        Jo  Ann  Beach    Bruce  Beal  Donnie 

Bazzell  Beckham 


Susan  Beesley    Susan  Belding    Alice  Bell 


Charles  Bell 


Mary  Anna        Pat  Benvenuto    Charles  Peggy  Kathlyn  Barbara  Kathryn 

Bennett  Benvenutti  Berends  Bergin  Bernzott  Berry 


John  Bice  Corv  Bielstein 
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Susan  Robert  Bishop    Allen  Bissell        Cheryl  -J<><ly  Blakeney     Lena  Bland         Marisela  Sylvia  Blanks      Susan  Blum 

Billingsley  Blackwell  Blandon 


Jocelyn  Debra  Bond        Martha  Boone      Philip  Booty       Kerry  Borden      Perri  Boteler      Dane  Bounds      Linda  Bounds     James  Bourne 

Bolden 
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Cheryl 

Charles 

Donna  Boykin 

Ruth  Boyles 

Jimmye 

Margaret 

Edward 

Ronald 

Arnold 

Boydstun 

Boyette 

Brashier 

Brenke 

Brennan 

Brewer 

Bridges 
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Mark  Bridges 

Rex  Bridges 

Martha 
Broach 

Andrew 
Brochu 

Deborah 
Broome 
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Donald  Brown     Doris  Brown       Sharon  Brown     Micah  Bruce 


^    *1 


Cindy  Bryan      Beth  Buck  Alan  Buckley      R.T.  Buckley      Carol  Bullock      Charles  Burge    Richard  Burge    Terry 


Charles 
Brumfield 


Burkhalter 


James  Robert  Burris     Judith  Burtt        Melody  Busby    Wanda  Bush       Janette  Butler    Martha  Butler    Sammie  Marshall 

Burnham  Butler  Bynum 
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Eva  Byrd  Karen  Byrd         Susie  Caldwell     Larry  Barbara 

Callender  Caples 


James  ('arisen    Gary  Peter  Carson      Charles  Carter 

Carmichael 


229 


^M 


Edna  Carter       Melinda 
Carter 


Robert  Carter    Elsie  Janet  Casey       James 

Cartright  Castilan 


Patton  Causey    Maria  John 

Chamberlin         Cahncellor 


Willian  Diane  Michael 

Chancellor  Chapman  Chapman 
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Dwain 
Chatham 


Mary 
Chatham 


Gary  Clark         Kenneth  Clark    Lessel  Clark       Ramona  Clark 


Rick  Clark  Mary  Clayton     Billy  Joseph  Clerk      Denese 

Clearman  Clinton 


Tony  Clark  Conley       Christie 

Compretta  Conner 


Sheila  Cook 


Kevin  Cooper     William 
Cooper 


Tom  Coursey      Penny  Covert     Sammy  Cox        Robert  Craft      Henry  Crain       James  David 

Cranford  Crawford 


Marcia  Cretin    Michael  Crout     William 

Crowell 


Keith  Kenton  Randolph  Garland 

Crumpton  Cuchens  Cuchens  Cuevas 


Ken  Curry  Joyce  Curtis 
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Paula  Cutchin     Dan  Dailey         Fred  Dale 


Thomas  Dale     Warren  Dale       Susan  Dallas      Roderick 

Daniel 


Martha 
Daniels 
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Danny  Davis 


Delois  Davis       Donald  Davis     Jerry  Davis        Jillesther  Thomas  Davis     Amy  Day 

Davis 


Roberta  Alice  Dedeaux    Earl  Deibler 

Dearmon 
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Julian  David  Wallace  Rob  Dennis  Edie  J<>  Anne  Dill       Marvin  Dixon      Kimbn-11 

DeLaughter        Denham  DeRossette  DeStafano  Dickinson  Dickinson  Dodder 


Dianne  Hope  Donnell     Diane  Doucet      Nancy 

Doerres  Draughn 


John  Duck 


Nel  Ducomb       Raimund 
Dueitt 


Bill  Duffy  Ella  Dunawav 


Joe  Dunaway     George 

Dupont 


Diane  Dupree     Janice  Dveirin    Greg  Eagle         Gregory  Lanora  Robert  Eaton      Freddie  Eaves 

Easterling  Easterling 


Elizabeth  Charles  Pamela  Yolanda  Ellis      Burke  Ellzey       John  Ellzey         Stanley  Ellzey    Steven 

Edgemon  Edwards  Eleuterius  Entrekin 


Jerry  Estep 


Deborah 
Fairley 


Bruce  Falvey      Rita  Farmer      Carolyn  Fenn     Marilyn  Fields    Paul  Fields 


Evelyn  Fike        Kenneth  Hue  Firle 

Fillingane 


Kathy 
Fleming 


'i       It       ^ 

Mike  Flowers     Jean  Ford 
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Perry  Ford 


Thomas 
Forsythe 


Cynthia 
Forten- 
berry 


Glenda 

Van 

Debbie  Poster 

Forten- 

Forten- 

berry 

berrv 

James  Beverly 

Fountain  Fowler 


Beth  Franklin    Cathy  Janice  Linda  Franko     Smithenia 

Franklin  Franklin  Frazier 


Russell  Marilyn 

Freeman  Fulper 
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Wanda  Futch     Robert  Gaines     Sharon  Karen  Gamble   John  Ganzerla    Catherine  Terese 

Galloway  Gardner  Gargiulo 


Bruce  Barner     Carol  Garner 


Ginger  Garner    Phillip  Gates     Diana  Gavin       Wenda  Geiger    Paul  Gekides      Hobart  Kim  Gianakos     Barry  Gibson     Tommy 

Gentry  Gilbert 


Sara  Gilmore      Suzette 
Giraud 


Joey  Giuffria     Patricia 

Godbold 


Anita  Goff  Melvin  Goins      Gary  Golden      John  Gonzalez    Kenneth 

Gooch 


Richard 
Gordon 


Kathryn  Gore     Merrie 

Gorenflo 


Jeanine  Goss      Virginia 
Grady 


Ava  Graham      Nancy  Susan  Rickey  Graves 

Graham  Grantham 


Gary  Gray         James  Gray         Lula  Green         Eric  Greene       Keith  Sherrie  Grier     Dorothy 

Greenwood  Griffin 


Ina  Griffin         Jackie  Grimes 


Jessie  Guess       D-D  Guider         Tommy  Gunn     Robert  Samuel 

Gunning  Gunter 


Martha  Michael 

Hackler  Hagen 
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Linda  Halbert     Harold  Hall 


Steve  Hall  Sue  Hall 


Rae  Hamilton    Crystal  Nancy  Hanks      Sharon  Dale  Hare  Vicki  Harper     Deborah 

Hancock  Hannahan  Harrington 
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Susie  Alma  Harris       Ava  Harrison     Donald  Harris    Linda 

Harrington 


Sara  Hartzog     Beverly  Randy 

Harrison  Har\'ey  Hathorn 


Debbie  Hatton 


Ricky  Hatton     Linda  Havens     Carl  Hawkins     Katherine 

Havdel 


Kim  Haynes        Michael 

Haynes 


Catherine 
Helmer 


Lulu  Helms         Jill  Hendricks 


Velma  Henley     Sharon  Henry    Maxine  Stephen  JoAnne  Donna  Kathryn  Marvin  Darrell 

Hensley  Herman  Hernandez  Herrington         Herrington  Hethering-  Hickman 

ton 


Linda  Hill  Charles  Hines    Samuel  Hogue    Frances  Mark  Holifield    Susan  Holland    Brenda  Holley    Dwight  Carolyn  Hood 

Holifield  Holloway 


Selinda  Horst     Charles 
Horton 


Carl  Houck  Martha  Beth  Howell       Connie  Howell     Michael 

Houston  Howel 


Robert  Howell    Teresa 

Hudson 


Dale  Hueber      Carol 

Huffman 


Donna  George  Hunt      Judith  Hurtt       Michael  Robert  Marine    David  111 ioh        Thomas  Illing 

Humphries  Ignatovig 
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Anita  Ingram     Mary  Ingram     Laura  Irish         Mark  Ishee  Don  Jackson       Robert 

Jackson 


Robert 
Jackson 


Kathy  Jacquet    Bettye  James 
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Glenn  James       Jeffery 

Jenkins 


Robert 
Jenkins 


Tootsie 
Jenkins 


Peggy  Jim 


Kenneth 
Johns 


Bart  Johnson      Claude 

Johnson 


Cynthia 
Johnson 


Donna 
Johnson 


James 
Johnson 


Joel  Johnson      Linda  Johnson   Stephen  Theodpre  Katie 

Johnson  Johnson  Johnston 
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Will  Johnston     Randy  Jolly 


Liz  Jonas  Donald  Jones     Eddie  Jones        Elijah  Jones      James  Jones       Judith  Jones       Katherine 

Jones 


Kathryn  Jones    Randall  Jones 


Richard  Jones      Ronald  Jones     Annie  Jordan      Robert  Jordan   Teresa  Jordan    John  Kaiser       Kathleen 

Kaskie 


Kay  Jon  Keary 

Katzen- 
meyer 


Annah  Keen       Donald  Keen      Davis  Kellett       Sophye  Kelley    John  Kelly 


Rodney 
Kendrick 


Jane  Kennedy    Dave  Kenny        Daniel  Kepner 


Kimble  Keyes     Pauline  Keys     Cassandra 

Kiefer 


Dale  Kimble       Albert  King        Aubert  King      Brenda  King      Carla  King         Lee  King 


Steve  King        Donald  Clifford 

Kinnison  Kinsey 


Debra  Kirk        Patsy  Kittrell    Debbie  Knight    Jimmy  Krebs     Mitch  Krell        Deborah 

Krenzel 
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Sharlene  Cindy  Kropff     Kathleen 

K  reamer  Laakso 


Leneatra  Robert  Carolyn  Lamb      Noel  Lamey        Kenneth 

Lackey  LaLonde  Lamm 


David  Lander 


Delia  Mark  Lang 

Landrum 


Keith  Langley    Keith  LaPorte    William 

Larson 


Vicki  Johann 

Laurendine  Lawton 


Deborah  Lea  Jerry  Leach 


Ml 

Earlene  Angela  Lee         Andrew  Lee       Austin  Lee  Becky  Lee 

Ledford 
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Bonnie  Lee        Garlan  Lee  John  Lee  Mary  Lee 


Peter  Lee  Vester  Lee        Thomas 

Leggett 


Norman 

Carol  LeMarie   Earl  Lewis 

Lori  Leyes 

Norma  Light 

James 

Lehrer 

Lindsey 

John  Greg  Little         Josephine 

Lipscomb  Little 


Robert  Lizana    James  Lock        James  Loftus     Charles  Logan      Richard  Lokey    Charles 

Lombardo 


Lonnie  Lott        Paula  Lott  Cecil  Lovelace     Bobby  Lowrey    Donald  Lucas     Larry  Luck         Michael  Trudy 

Luehlfing  Lumpkin 
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Charlene  Chris  Lynch        Robert  Lynch      Dorothy 

Lusich  Mabry 


Mary  Magee       Mollie  Magee      Sharron  Ronald 

Magee  Magoun 
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Patricia  Holley  M alone    Maurice 

Malley  Maloney 


Jackie  Martha  Mann     Jimmy 

Mangum  Marano 


Donald  Marie     Michael  Marks    Sheryl  Martin 


Vaughn  Michael  Stephen  Pete  Massey      Timothy 

Martin  Mason  Mason  Matheny 


Linda  Sandra  Maxey  Bruce  Liesa 

Matthews  Mayfield  McAlexander 


Douglas  Terry  McAtee     Sharon 

McAllistar  McCaski 


John  McCloy       John  McCoul      Cheyney 

McCree 


Charles  Michael  Joyce 

McCrory  McCullar  McCullum 


Daniel  Leonard  Rick  Judy  McGee        Dorothy  Ronnie 

McDonald  McEwen  McFadden  McGehee  McGehee 


Stanley  Alecia  Mary 

McGivney  McGuffee  Mclntyre 


Mary  Phillip  McKey    Marian  Cathy  Cynthia 

Mclntyre  McKinney  McKissick  McLain 


Sheron  Dotty  McLeod     Robert  Carol 

McLendon  McMorrow  McMullan 


Connie  William  Vickie  McNair    Denita  McNeil    Walter  McNeil    Lawrence  Barry  McPhail   Charles  Celeste 

McMullan  McMullan  McRay  McPherson  McSwain 


Charm 
McSwain 


Nan  Don  Medley        Ken  Melichar      Martha 

McWilliams  Melton 


Roy  Merrell        Betty  Metz         Dale  Michels       James  Michie 
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Marilyn  Randy  Miley       Elmore  Miller     Julie  Miller         Melanei 

Michie  Miller 


Steve  Miller       Robert  Minor     Randy 

Mitchell 


John  Mixon 


Harvey 

Janie  Monroe 

JoAnn 

Moffett 

Montgom- 
ery 

Brady  Moore      Vicky  Moran       Janet  Morgan     Jimmy 


Morgan 


Marj   Morgan     Thomas 

Morgan 


Ellen  Morrison    Betty  Morrow    Bobbie  Mowdy     Susan  Catherine 

Mozingo  Muller 


Jack  Munn  Deveaux  Steve  Lloyd  Muth 

Munro  Musgrove 


Debbie  Myrick    Pamela  Nail       Tena  Nassar        Karen  Neal        Kenneth  Neal      Willie  Neely       Jacqueline  Joanne  Nester    Thretha 

Nelson  Newman 


Adelie  Nichols    Beverly  Charles  Jackie  Nichols     Mary  Nicorich     Julie  Nielson       Gary  Nix  Deborah  Gerald  Noblin 

Nichols  Nichols  Nobles 


Gregg  Nolan       Sedalia  James  Norby      Alex  Northrop    Angela  Sheri  Nunnery    Bonnie  Nutt        Abby  Oakes         Elizabeth 

Noland  Northup  Oates 


Robert  Robert  O'Dell     Gee  Ogletree      Jacob  Orrels       Glenn  Ouren       Charles  Ourv      Donald  Owen      Gail  Owen  Robert  Pace 

O'Brien 
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Sally  Pace  Michael  Paoli      Anita  Parker     Kathy  Parker     Talmadge 

Parker 


Donald  Parry     Jerry  Parsons    Adelaide  Dora 

Patterson  Patterson 


Janice  J.C.  Patterson     Nancy  Brian  Pawlik      Wanda  Payne     Frances 

Patterson  Patterson  Pearce 


David  Pease        Gloria  Peel         Michael  Pelt 


Frances 
Pend- 

ergrass 


Sharlvn 
Pend- 
ergrass 


Donald 
Pend- 
ergrast 


James  Mary  Perek 

Pennington 


Jane  Eunice  Perry      Theresa  Perry 

Perkinson 


Darrold  Peters 


Susan  Petro        Ricky  Pierce       Jerry  Pitts 
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Steve  Pitts         William 

Plunkett 


Virginia  Polk      James  Pollard    Robert  Pollard    William 

Pollard 


Jeanne  Pollock   Linda  Pope 


Patsy  Porter      Michael  Posey    Glenda  Powell    Marcia  Powell     Mary  Powell       Deborah 

Presley 


47" 
David  Presser 


John  Preston      Randy  Beth  Price  Carmen  Price    James  Prince     John  Puckett      James  Pulley      James  Santiago 

Preston  Putnam  Quant 


Melissa  Quin      Michaela 
Quinn 


Walter  David  Joseph 

Ragland  Ragsdale  Rambin 
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Diane  Randall    Kurt  Randall      Rich  Randall      Beverly 

Ransom 
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Robert  Rauls      Florence 
Rawls 


Elizabeth  Ray      Diane  Carleton  Reed     Jay  Reed 

Rednour 


Leola  Reed         Patricia  Reed      Loyola  Reel 
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Marcia  Reeves     Scott  Reiber       Elizabeth  Reid    Reginald 

Rester 


Cliff  Reynolds    Iris  Rhodes        Yolanda  Evelyn 

Richard  Richard 
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James 
Richards 


Edward  Jon  William 

Richardson  Richardson  Rivers 


ruce 

Edith 

Dawn  Roberts    Geraldine 

Mary  Roberts 

Patricia 

Roberson 

Roberson 

Roberts 

Roberts 

Perri  Roberts     Deborah  Scott  Shirley  Rob  Robison      Jacqueline  Lynn  Roe 

Robinson  Robinson  Robinson  Rockette 


Jimmy  Vicky 

Roebuck  Roebuck 


Randy  Rogers    Mary  Rollin        Brelon  Roney     James  Rose        Wanda  Rose       Terrie  Maurice 

Rothham-  Rowan 

mer 


Janis  Rush  Linda  Rush 


Betty  Rushing    Carolyn 
Russell 


Judith  Russell    Cynthia  Rust      Martha  Rustin    Scott  Rutland     Jennifer  Ryan    Bill  Saint  Sing    Marion  Sandel 


Alice  Sanders     Jenny  Sanders    Dianne 

Sandidge 


Teresa  Esther  Sands      Valerie 

Sandidge  Sanford 


Mike  Sartain     Wanda  Sartin      Eric  Savadra 
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Janice  Saxon      Kenneth  Edward 

Schapker  Schmidt 


Joan  Schmidt     David  Ginger  Sabrina 

Schulenberg        Schwetzer  Sentell 


Charles  Shand    Kenneth  Deborah 

Sharp  Sharpe 
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Sherry  Shaw      Oliver  Shearer    Masserina 

Shelby 


Victor  George  Sholl      Gloria  Short 

Shoemaker 


James  Shows      Robert 

Shurden 


Brenda  Sigler     Wanda  Sigler     Robert  Sikes        Sharon  Sills       Mary 

Simmons 


Beth  David 

Sinquefield         Sinquefield 


Carrie  Smith      Connie  Smith     Cynthia  Smith    Daphne  Smith    Deborah 

Smith 


Deborah  Donna  Smith      Glory  Smith       Joel  Smith 

Smith 


Judy  Smith        Mariyn  Smith     Michael  Smith    Michael  Smith    Nita  Smith         Rita  Smith  Samuel  Smith     Samuel  Smith    Warren  Smith 


Fred  Sollie         John  Solomon      John  Solomon      Suzanne 

Sonnier 


Kerry  Spears      Steve  Speed       Cathy  Spies        Hugh  Ted  Spruill 

Springs  ton 


Raymond  Claude 

Stauffer  Stauter 


Addie 
Stennett 


Liddell 

Stevens 


Lynn  Stewart     Edwin  Sticker    Myra  Stieffel     Stephen  Stone    Harvey  Stoner 
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John  Stovall        Tommy  Street    Susan  Karen  Strong     Claude  Stubbs    Pamela  Stuck     Geetha  Pamela 

Stringer  Sugathan  Swales 


Suzie 

Swetman 
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Sue  Switzer        Howard  Herman 

Sullivan  Sylvester 


Mary  Talbert      Keith  Charles 

Tarbutton  Tarver 


Eddie  Tate 


Prankie 
Tavlor 


Kirk  Tavlor 


Walter  Taylor     Wayne  Taylor   David  Terry         Fran  Terry 


William 
Thames 


Andrea  Carl  Thomas      Gerald 

Thomas  Thomas 


Melinda 
Thomas 


Mildred 
Thomas 


Charles  Frank 

Thompkins         Thompson 


Jo  Thompson      Marcus 


Thornhill 


Mary  Samuel  Tingle    Susan  Tinsler     Stephanie 

Thornton  Tipton 


Patricia 
Tisdale 


Michael  Tobin    Jame  Todd  Weldon  Todd      Terry  Tolar 


Edward 
Toomev 


Lee  Toomey        Bobbie 

Townsenc 


Rebecca 

Travis 


Janet  Trest        Katherine 
Tullos 


Lauren 
Turcotte 


Robert 
Turnage 


Ronald 
Turnage 


Turner  Sandy     Karl  Twvner      James  Tyler        Diane  Tvner 


Pollve  Utz 


Gary  Valestro    Billie  Van 
Daveer 


Laura  Van 

Norman 


Susan  Veglia      Gary  Vernon      Michael  Wack      Myra  Wade         Louis  Wales 
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Charles  Gary  Walker     James  Walker      Jan  Walker 

Walker 


Janathan        Radar  Walker    Roger  Walker         Rosemary         William  Wall 
Walker  Walker 


Andrew 
Walley 


lam 

Donald  Walley      Tim  Wallis 


Jon  Walt 


James  Walter    Anita  Walters        Elizabeth 

Walters 


Hubert 
Walters 


John  Ward 


Larry  War 


Gloria 
Warrick 


Yyonne 
Waters 


Linard  Wells      Amos  Watkins   Joann  Watson     Grace  Watts       James  Watts       Donna  Webb 


Michael  Webb    Richard  Webb    Stephen  Webb      Danny 

Welborn 


Karen  Weldy     Kianna  Wells         Jay  Wells  John  Wells  Clara 

Whitaker 
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Larry  White        Lisa  White 


Mollie  White        Agnes  Richard  Joyce  Davy  Williams      Diane 
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Willie  Hinton     Harry  Hodges    Mark  Hood 


Phyllis  House    Louise  Mark  Howe 

Howard 
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Rucker  Howell  Sandra  Richard 

Howard  Hughes 
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Becky  Evelyn 

Hullinger  Hunley 


Barbara  Hurst  Karen  Patty  Ingram    Nancy  Ishee 

Hutchins 


Peggy  Ishee       Terry  Ivy  Charles  Earnest 

Jackson  Jackson 


Ramon  Robert  John  Jacobs         Robbie  James     Sharilyn 

Jackson  Jackson  James 


Sharon  Toby  Jeffreys     Karen  Jobe        Kathy  Jobe        Maribeth  Anita  Johnson    Elizabeth  Flora  Johnson     Stacie 

Jefferson  Jobson  Johnson  Johnston 


Anne  Jones        Barbara  Jones    Brenda  Jones     David  Jones        Judith  Jones       Mamie  Jones      Rosie  Jones         Sandra  Keith     Gary  Kelly 


Patrick  Kelly      Cynthia  Mary  Kerr 

Kendrick 
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Ina  Kethley        Kent  Keys 


Ronald  Keyes    Cynthia 
Kittrell 


Alan  King         Nancy  King 


Stacey  Knight    Virginia 
Knotts 


Pam  Knox         William  Knox    Gail  Kowrach      Kathy 

Krechting 
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Robyn  Kufner    Martin 

Kuriger 


Betty  Lacy 
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Timothy  Lacy     Judith  Laing      Elizabeth 

Lally 


Sherry  Billy  Lane 

Lambert 


Burlee  Lang       Debbie  Lanius     Meggan 

Lark  in 


Jan  Latham 
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Sharon  Mary  Lawyer     Mark  Leach        Janet  Leake       Judy  Lee  Maria  Lee  Deborah  Jane  Loftin        Hilton  Lofton 

Laurendine  Linton 
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Noreen  Logan     Dalmer  Long     Debra  Long        Donna  Long        Steven  Lott        Keith  Bill  Lowery        Terrie  Mabry     Keith  Magee 

Lottridge 


Dave  Malchow    Angie  Carolyn 

Manguno  Mansour 


Carrie  David  Massey    Fred  Ronald  Joanna 

Massengale  Massengale         Matthews  Mattina 


Lori  Maveux 


&&&&& 


Carey  Amerylious 

McAlexander        McAlpin 


David  McBeth    Geni  McCarty     Kenneth  Charles  Judy  McGuire     Frank  Donald 

McCrory  McCullers  Mclnnis  McLemore 


Lon  Cassandra  Mary  Jane 

McMurchy  McSwain  McVay 


Joe  Meeks  Freddy  Virginia 

Mendoza  Milazzo 


Nadalvn 

Miller 


Paulette 
Miller 


Cindy  Mills        Deborah 
Mitchell 


Darryl  Mixon      John  Moak 


Richard  Monk     Jeff  Moody  Benjamin 

Moore 


Linda  Moore       Pern,-  Moran 
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John  Moreau     Shelid  Moree       Paula  Morse       Jamie  Moye        Martha  Colleen  Michael  Barbara 

Muirhead  Murphy  Murphy  Murray 


Kathy  Myers 


Deborah  Bill  Naylor         Mike  Mazory       Ray  New  Tommy 

Napier  Newell 
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Michael  Thomas  Mittie  Charles 

Newman  Nickse  Nimocks  Nobles 


Pamela  Norris  Jill  O'Bryan        Margaret  Marilyn 

O'Neil  O'Quin 


Jaime  Sandra  Otwell    Michael  Brenda  Debora 

Orellava  Overby  Padrino  Palmer 


John  Parker       Katherine  Michael  Nan  Parker 

Parker  Parker 
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Steven  Parker    Thomas 
Parrott 


Pam  Patrick      Deborah  Cindy  Pearson 

Patrolia 


James  Regina  Gerald  Mary  Pauline  Peters    Debra  Phillips    Kenneth 

Pearson  Peepers  Pennington  Petermann  Phillips 


Percy  Phillips     Michael 
Pinson 


David  Pisarich  Hilda  Pitts  Joseph  Pitts        Ella  Plainer        Jim  Polk 


Don  Pollitz         Jerry  Polovich    Richard  Debbie  Poole 

Polovich 


Patricia 
Porter 


Gina  Portner       Chlotia  Posey      Jeff  Potter 


Sandra  Leonor  Pamela  Prator    Robert 

Pounds  Prather  Presley 


Jack  Price 
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William  Price     Joseph  Pringle    Gloria  Proctor    Margie 

Putnam 


Matthew  Ju]ja  Rayborn     William  Anita  Etebujk 

Raphael  Rayner 


Danny  Redden   Robin  Reed         Terri  Reeves      Mike  Irwin  Rentz        Sammy  Robert  Rachael  Debbie 

Regenald  Reynolds  Richards  Richardson  Richmond 
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Bethany  Ellen  Riley         Judy  Ring  Gail  Rivere         Jay  Roberts       Judy  Roberts     Sharon  Elaine  Robins     Harry 

Rishche  Roberts  Robinson 
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Charles  Kim  Rogers       Sandra  Romeo    Ronald  Danny  Ross        Marna  Ronald  Janita  Russell     Karen  Ryan 

Robitaille  Roshton  Rushing  Rushton 
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Deborah  Sane     Sheila  Sargent    Brian  Saucier     Renee  Saucier   Carl  Schneider     Sylvia  Scott        Sina  Sedghi        Debbie  Sellers     Robert  Sevier 


Karen 
Seymour 


Cecil  Sharp 


Kenneth  Shaw    Sue  Shearer        Nancy 

Sheehan 


Ronnie  Shell       Jerome 

Shelton 


Jim  Shepard       Scott  Shearer 


Leona  Shelby     Mary  Debbie  Deborah  George  Shows     Mae  Siggers      David 

Sheridan  Shoemake  Shorter  Simmons 


Richard  Bradley  Sims 

Simpson 
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Gary  Slade 


Cari  Slamans      Stephen  Slote    Chester  Smith    Kathryn 

Smith 


Ken  Smith         Norman  Smith    Daryl  Smith       Donna  Smith 


Keith  Smith      Larry  Smith       Linda  Smith        Nancy  Smith     Susan  Smith       Tanya  Smith     Valmene 

Smith 


Leon  Spears        Marian  Spell 
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Ivy  Specer         Sandra  Spicer     Cindy  Laurie 

Spratley  Spratley 


Toni  Stafford     Charles  Jim  Stephens      Lindsey  Virgie 

Stamps  Stewart  Stewart 


Angela  Carolyn  Story    Ernest  Stroud     Kathy  Robert  Cherie 

Stockstill  Sullivan  Sumrall  Surginer 


Frank  Swindle   Sarah  Switzer    Julia  Talbert 


Bobbie  Talley     Shirley 

Tankson 


Adrian  Taylor    Robert  Taylor    Myra  Theriot      Brian  Thomas    Joy  Thomas       Charlotte  Michael 

Thompson  Thompson 


Nancy  Thrash    Bonita  Toney     Wylene  Anthony 

Toomey  Tovino 


Diane  Trigg        Pamela  Triggs    Linda  Tubb        Robin  Tucker     Brenda 

Turner 
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Eddie  Felipe  Debbie  Richard  Marie  Vinson     Thea  Vinson       Cindy  Von  Roy  Wack 

Vallentine  Qasquez  Vaughan  Villarreal  Tempske 


Sandra  Wade 
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Garry  Walker     John  Kim  Walton        Betty  Wallace    Ollie  Wallace      Mary  Ward         Jill  Warren         Robin 

Wakeland  Watford 


Alice  Watkins 


Edward  James  Watts      Dorothy 

Watson  Weary 


John  Weems      Roper  Wester      Ruth  White        Charles  Sharon  Jill  Wiggins 

Whitehead  Whitey 


Virginia  Rebecca  John  Williams    Lillie  Williams    Linda 

Wilgus  Wilkinson  Williams 


Leisa  Susan  Clay  Wilson       Debbie  Wilson 

Williamson         Williamson 
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Kimberly  Thelma  Donna  James  Winans    Donna 


Wilson 


Wilson  Wimberley 


Windham 


Nancye  Wolfe    Mary  Dell  Ricky  Wooten      Zelma  Wright 

Woodruff 
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Freshmen 


Janet  Adams      Karsandra 
Adams 


Robert  Adams    James  Mitzi  Akers        George  Patrice 

Ainsworth  Alexander  Alexander 
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Vince  Alford      Alyce  Allen        Marv  Allums       John  Andrews    Gary  Jaime  Araiijo     Vicki  Ates  Thomas 

Applegate  Atkinson 


Larry  Atlow 


J.D.  Austin        Wes  Austin        George 

Bachmann 


James  Bailey      Pamela  Bailey   Freda  Baker       Robert  Baker     Vicki  Baker        Carolyn 

Barber 
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Barbara  Deborah  L.D.  Barron       Jason 

Barkley  Barnes  Bosinger 


Debbie  Bass       Shirley  Batlee    Janet  Beasley     Rick  Becker        Ruby  Bell 


Kathie 
Bennett 


Richard 
Bennett 


Ken  Bergeron     Lynn  Bernzott    Faye  Berry 


Gina  Beverly      Odessa 

Beverly 


Sharon  Paul  Bird 

Bingham 
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Gail  Clyde  Bishop      Sue  Bishop         Donna  Elizabeth 

Bi-  Blackwell  Blount 

schotberger 


Melinda  Blum    Arthur  Bland     Chris  Bofalo       Stan  Bond 


Victoria  Bond    Janet  Boney       Kenny  Barbara  Evelyn 

Bosarge  Bostick  Bounds 


Catherine  Candy  Bowe       Donna  Scott  Boyd 

Bourgeois  Bowman 
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Teresa 
Bracken 


Monny  Cindy 

Bradford  Branson 


Joni  Broome      Joanna  Rebecca 

Broussard  Brown 


Pam  Beth  Brennan  Allan  Brennes    Joe  Brewer  James  Bridges     Lisa  Bridges 

Breazeale 

Russell  Brown    Kathleen  Lucy  Bryant       Marsha  Virginia  Soni  Buekalew 

Bryan  Bryant  Bryant 


James  Chris  Bufalo       Billy  Bullock       Charles  Rick  Burgess      Howard  Blane  Burnett    David  Bush         Gloria  Butler 

Budzis-  Burgess  Burkhart 

zewski 


Emma  Byrd       Russell  Byrd       Cindi  Cain  James  Calcote    Elizabeth  Anna  Carlisle    William 

Campbell  Carney 
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David  Robert  Carter 

Carraway 


Angela  Cathy  Cash         Rhonda  Norma  Lisa  Catlett        Walter  Laura 

Cartlidge  Cassady  Cassimus  Chandler  Chatman 


Susette  Clark      Terri  Clark 


Michael  Cloy      Daryl  Coats        Susan  Cobb        Greg  Collins       Melody  Collins     Zane  Collins       John  Conway     Robert  Cook        Linda  Cook 
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Chris  Cookson    Kevin  Cooley      Cheri  Coon 


Cynthia 

Michael 

Cheryl 

John 

Milam  Gotten 

Janet  Coulter 

Cooper 

Cooper 

Coppage 

Corn- 
acchione 
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Jenny  Cox  Richard  Cox        Shirley 

Coxwell 


Albert 
Crabtree 


Myra  Craven      Janis  Cravey      Jim  Crews 


Patrice  Jennifer 

Crockett  Crowell 


Inelda  Cuellar   Marie  Cuevas      Rodney  Karen  Curry      Cathy  Daily        Bobby  Dallas     Dulcie  Davie       James  Davies    Brenda  Davis 

Culpepper 
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Gary  Davis         Pamela  Davis     Richard  Davis    Robin  Davis       Ellen  Day  Connie  Patricia  James  Decell      Milida 

Dearman  Deavenport  DeCouna 
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Lloyd  Delk 
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Kenneth  Mary  Stanley 

Desporte  DePucchio  Dicken 


illiam  Dolan    Chris 

Darlene 

Gary  Donald 

Charles 

Dom- 

Donald 

Donaldson 

browski 

Linda  Dorsey     Pierce 

Dotherow 


Paul  Douglas      Patricia 


Downie 


Sandra  Drake     Donald 

Driskell 


Lisa  Dudgeon     Ben  Dueitt  Delis  Duran 


Denise  Duric      Ricky  Dyess        Sonya  Russell  Pamela  Ellis       Melissa  David  Rita  Eubanks     Jeannine 

Easterling  Eldridge  Ellison  Entrekin  Evans 


Ronald  Evans     Steven  Evans     Thomas  Evans    Donna  Fail         Cynde 

Fairchild 


Donald  David  Fairley     Steven  Fasano  Sandra  Fields 

Faigoust 
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Scheryl  Fink       Scott  Fisher        Leslie 

Fletcher 
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BeverlyFloyd     Timothy  Folse    Terry  Ford 


Martha 
Forten- 
berry 


William 
Forten- 
berry 


Jodie  Franze 


Kevin  Cathy 

Freeman  Friebert 
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Ruth  Melissa 

Fulkerson  Gamble 


David  Elizabeth  Frederick  Dennis  Charlotte 

Gamblin  Gambrell  Gargiolo  Garraway  Gastrell 


Brenda  Batian    Kenneth  Charlene  Charles 

Geotes  Gibbs  Gipson 


William  Glove     Margaret 
Godwin 
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Paul  Govedare    Terri  Gower       Johnnie  Grady 


Nancy  Susan  Graham    Wini  Graham     Jacquelyn  Joey  Graves        Kathy  Graves    Alice  Green         Daniel  Green      Alan  Greene 

Graham  Graves 


Mary  Greer       Debra  Griffin     M.L.  Griffin        Deborah  Grim    Jerry  Sherry  Warren  Gross    Debbie  Guest      Christopher 

Grimsley  Grimsley  Guice 


Elizabeth 
Guice 


Saul  Guice  Hannah 

Guillotte 


Jill  Gunnell        Donna  Ronald  Donna  Lester 

Gurganus  Guthrie  Haddox  Haddox 


Suzzanna  Hale    Peggy  Hall 


Kenya  Harvey    Kathy 

Hardison 


Wilbur  Hardy    Phyllis  Darryl  Harris     Tina  Hartfield    Suzanne 

Harrington  Hartness 
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Sandra  Terry  Sharon  Haulk     John  Hays 

Harvey  Hattaway 


Jennifer 
Haynes 


Cynthia  Patti  Sandra  Sandy  Herrin 

Heidelberg         Helmberger         Hembree 


Dennis  David  James  Ronnie  Peggie  Hicks      Tyron  Hicks       Debra  Hilburn     Donald  Hill        Sherri  Hilyer 

Herring  Herrington  Herrington         Hession 


Wanda  Jodi  Holcomb     Martha 

Hodges  Holloway 


Pearlie  Tony  Holmes      Sherrye  John  Hood 

Holloway  Holyfield 


Dawn  Hooper     Robert 

Hopkins 


Wendy  Horn       Joyce  Home       Mike  Howard     Patricia 

Howard 


Donna  Howell     John  Howell       Julie  Howell       Rebecca 

Howell 


Floyd  Hughes 


Michael  Richard 

Hughes  Hughes 


Darryl  Hurt        Lee  Hutson        Teresa  Irving     Allen  Jackson     Joy  Jackson        Ramona 

Jackson 


Jackie  James     Richard  James   Cathy  Donald  Larry  Johnson    Mark  Johnson    Richard  Steve  Johnson    Steve  Johnson 

Jefcoats  Johnson  Johnson 


Tammy  Susan  Howard  Angela  Jones     Cynthia  Jones    Dale  Jones  Raedale  Jones    Roylynn  Jones    William  Jones 

Johnson  Johnston  Joines 
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Winnie  Jones      James  Jumper  Patsy  Keen 
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John  Keller         Mark  Keller        Alfred  Kelley     Madeira 

Kelley 


Fete  Kelly  Conrad 

Kennedy 


Miquel  Kathlene  Ellen  Keys  Timothy  Lois  King 

Kenning  Kergosien  Kiggins 


Christine  Klos    Tony  Knight       Kathy  Knott       Carolyn 

K  nowles 


Julie  Koe  Kazunari  Lance  Konlon     Ben  Kotulski      Thomas  Kranz    Charles  Kriss     Anita  Lackey     Jan  Ladner         Linda  Ladner 

Koike 


Sandra  Gale  Lane  Lisa  Lang 

Landry 


Donna  John  Laird         Raymond 

Ladnier  Landes 


Julie  Langton     Reid  LaPorte      Carol  Lawhon 
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David  LeCroy    Alvin  Lee 


Mary  Lee  Vivian  Lee         Wilda  Lee  Amy  Cathy  Jennifer 

Lehmann  Leonard  Lewis 


Frann  Lex 


Judi  Lightsey      Patrick 

Ligocki 


Jeanne  Little      Martha  Loftus    Anthony  Lok      Jimmy  Lopez      John  Lopez 


Stanley 
Lindsey 


Kim  Lostetter 


Jody  Lott  Glen  Lowery      Pamela  Lucky    Jo  Lunan 


Yvette 
Lute- 
nbacher 


Danielle  Lutz      Daniel  Lynch      Genelle  Magee     Jamie  Magee 
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Barbara  Brad  Martin       Catherine  Darryl  Martin    Johnnie 

Mannoni  Martin  Martin 


Marcia  Martin   Jose  Martinez    Stephanie  Debra  Massey 

Mason 


Edith  Massey     Mary  Massey      Dejuana  Mitzi  Mathews   Jim  Mathis 

Mathews 


Frank  Maurer    Pamela  McCoy    Ethel  David  McDill 

McCullum 


Cynthia  Audrey 

McDonald  McEwen 


Billy  McGehee    Sherrie  McGill    Fred  Kenneth  John  McLeod      Thomasine  Melinda 

McLaughlin        McLaughlin  McNair  McNamee 


Chilindia  Robert  Morris  Meeks     John  James  Aline  Milazzo     James  Miller      Margaret 

McRaven  McWilliams  Mendenhall        Miketinas  Miller 


Martha  Miller 
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Susan  Miller       Alan  Mills  Cheryl  Milton     Anita  Mitchell    Jerry  Mitchell    Phyllis  Mixon     Charlene  Donna  Moody     Terry  Moore 

Montgom- 
ery 


Gayla  Lamuel  Moran    Consuelo  John  Morgan     Michell  Nancy  Ann  Morris         Kimberly  Melanie 

Moorhead  Moreno  Morgan  Morgan  Morris  Moulton 


Laura  Muse        Tracy  Muth        Jeffrey  Myers    Bryan  Dianne  Nelson    Gerald  Nelson    Zanna  Nelson     Larry  Nileley     Doug  Noble 

Naderhoff 
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Michael  Oakes    Joseph  James  Leonardo 

O'Connor  Overstreet  Padrino 
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Dale  Palmer        Donna  Pappas   James  Parks       Konald  Partee     Safon  Pasha 
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Sarah  Pate         Billy  Ronnie  Wilford  Matiel  Payton  Susan  Peden        Renee  Peepers    Rebecca  Peevy    Tom  Pena 

Patterson  Patterson  Patterson 


Karen  Penny      June  Perry         William  Perry    Richard  Perry    William  Tollie  Pettis        Deborah  Robert  Donna  Pierson 

Pettey  Pickens  Pickering 


Greg  Deborah  Diane  Pippin      Renee  Polk 

Pietrangelo         Pilkenton 


Joe  Pope  Melody  Price      Sharon  Price       Perry  Prince      John  Prine 
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Beverly  Pollitz 

Luarie  Pound 

Flammond 
Quinn 

Mary  Pugh 

Michael 
Ramsey 

Barbara              Wade  Ratcliff 
Ransom 

Gilbert 
Raulston 

Glen  Reed 

Roxv  Ricci 


David  Karen 

Rimanich  Rimanich 


Juli  Roberts       Libby  Roberts    Anita  Robin  Melanie  Michael 

Robertson  Robinson  Robinson  Robinson 


Susan  Virginia  Felicia  Kathryn 

Robinson  Robinson  Rochelle  Rogers 


Marv  Roles 


Greg  Root  Susan  Rose         Bill  Ross 


Kathv  Rosskk 
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Henry  Roux       Clyde  Runnels    Nancy  Rusty  Ruscoe     Pamela  William  Ryan     John  Ryle  Scott  Sablish      Imagene 

Runnels  Rushing  Sanders 


Jonita  Cheryle  Lisa  Sandifer     Cynthia  Sarris   Carolyn  Sartin    Albert 

Sanders  Sanderson  Schamber 
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Maria  Scheel      Mary  Schmidt    Eric  Schultz 


Sally  Scott  Karl  Sexton        Mary  Sharp        Carrie  Shealy     Rebecca 

Shelton 


Eric  Sherry        Lloyd  Shubert    Kathy 

Shumock 


Bonnie  Sibley 
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Cynthia 
Simmons 


Janet  Sims         Lary  Sims 


Dewayne  Tara  Sinopoli      Ben  Sloan 

Singleton 


Jeffrey  Anne  Smith        Cheri  Smith 

Smeltzer 


Debbie  Smith     Ersel  Smith         Gwen  Smith       Judy  Smith        Kathy  Smith       Linda  Smith       Lisa  Smith  Loretta  Smith    Michael  Smith 


Paula  Smith       Rebecca  Smith    Sandy  Smith      Sherrion 

Smith 
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Tony  Smith        Beth  Smylie       Jose  Smiyly        David  Snyder     Mary  Snyder 


Starla  Soldinie    Anthony 
Sones 


David  Sonnier    Donna 

Speights 


Judy  Speights    Cheryl  Michael 

Spencer  Spruill 


Kathy  Vicki  Statham 

Statham 
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Althea  Margaret 

Stephens  Stephens 


Pamela  Steven  James 

Stewart 


Susan  Stone       Jim  Stovall 


Lee  Ann 
Strangi 


Elaine  Strong     Jennifer 
Sullivan 


Thomas  David  Cheryl  Swales    Nancy  Jane  Sykes 

Sullivan  Swafford  Szalwinski 


David  Taylor      Martha  Taylor 


Tina  Taylor        Valerie  Taylor   Vicki  Taylor       William 

Taylor 
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Paul  Temple       Debra  Thelen     Jamy  Thigpen    Robert  Marianne 

Thigpen  Thomas 
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Teresa  Alan  Kelly  Tidwell      Gayle  Timms     Stephen 

Thomas  Thompkins  Tipton 


Connie  Todd       Pamela  Tolar     Victoria  Mary  Trudell 

Toussaint 


Steve  Tully  Sandra  David  Turner     Debra  Turner     Cheryl  Twiner    Clayton  Tynes    Donald  Tyrone    Caryl  Susan 

Turnage  Underwood         Underwood 


Steven  Valerie  Catherine  William  Melinda  Janelle 

Underwood         VanZandt  Vickery  Waggoner  Waites  Walker 


John  Walker       Billy 'Wallace      Cynthia 

Walsten 


Clementine  Gwen  Ward        Rod  Ward  Jerry  Warren     Malcolm 

Walters  Waren 


Jack  Warfield    Katie  Elizabeth  Gladys 

Washington        Watkins  Watkins 
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Janice 
Watkins 


Rose  Watkins     Dawn  Watson    Kathy  Webre     Karol  Weeks      Wendy  Weiss     Jay  Weldy  Cheri  Wells         Henry  Wells 
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Janet  Wells        Scott  Wheeler     David  White       Mary  White       Michael  White    Patricia  White    Stan  Whitney     Robert  Bill  Wilbanks 

Whitworth 


James  James  James  Walter  Francies 

Williams  Williams  Williams  Williford  Wilson 


Shelia  Wilson     Stephanie  Virginia  Dennis 

Wilson  Wilson  Winnett 
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Roger  Wirtz       Wanda  Mollie  Woolf       Burnadette         Carol  Wright      Laurie  Wright   Lisa  Wright       Abbie  Lewis 

Woodall  Woullard  Yarbrough  Yeargan 
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...  is  a  time  for  acquainting  high  school  graduates  with 
college  life. 


July 


. . .  is  a  time  of  continuing  the  process  of 
meeting  in-coming  freshmen  as  well  as 
acquainting  their  parents  with  college  life. 


August 


September 
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...  is  a  time  for  remembering  summer  fun  and 
beginning  fall  activities. 
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October 
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November 


is  a  time  when  students  realize  that  it  is  past  time  to  start  studying. 
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December 


January 


...  is  a  time  for  forgetting  Christmas 
holidays  and  getting  back  to  the  books. 
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February 


March 


is  a  time  to  prepare  for  spring. 
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April 


. . .  is  a  time  for  music,  young 
life  and  things  yet  unknown. 
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Interfraternity  Council 


Front  Row:  Mike  Foster,  Sigma  Nu;  Victor  Black,  Omega  Psi  Phi;  Jeff  Potter,  Alpha  Tau  Omega;  Gary  Sims,  Sigma  Nu;  Mike  Goodwin,  Pi 

Kappa  Alpha;  Terry  Eaves,  Kappa  Sigma.  Second  Row:  Bill  Carney,  Kappa  Sigma;  Ted  Spruil,  Sigma  Phi  Epsilon;  Steve  Nelson,  Phi  Kappa 

Tau;  Allen  Bissel,  Sigma  Phi  Epsilon;  Darryl  Ulmer,  Omega  Psi  Phi.  Third  Row:  John  Leja,  Sigma  Alpha  Epsilon;  William  Dolan,  Kappa 

Alpha;  David  Pisarich,  Pi  Kappa  Alpha;  Sky  Wright,  Phi  Kappa  Tau;  Bill  Duffy,  Alpha  Ta.u  Omega. 
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Standing:  Martha  Miller,  Kappa 
Delta;  Twyla  Boudreaux,  Delta 
Gamma;  Janet  Barber,  Alpha 
Sigma  Alpha;  Kathy  Marine, 
Advisor;  Susan  Stark,  Phi  Mu; 
Rachael  Gabrich,  Pi  Beta  Phi; 
Mary  Kay  Ward,  Delta  Delta 
Delta.  Seated:  Gail  Thames, 
Sigma  Sigma  Sigma;  Yvette 
Lutenbacher,  Chi  Omega;  Jonita 
Sanders,  Delta  Zeta. 


Standing:  Debra  Lee,  Delta  Gamma;  Connie  Smith,  Pi  Beta  Phi;  Diane  Doerres,  Sigma  Sigma  Sigma;  Julia  Raybon,  Alpha  Sigma  Alpha: 
Stephanie  Cook,  Chi  Omega;  Carol  Yarborough,  Kappa  Delta;  Anita  Johnson,  Alpha  Kappa  Alpha;  Barbara  Ross,  Panhellenic  Advisor. 
Seated:  Kay  Parker,  Delta  Delta  Delta;  Debbie  Harriel,  Delta  Zeta;  Lisa  Stubbs,  President;  Kathv  Marine,  Phi  Mu;  Diana  Dupree,  Delta 
Sigma  Theta. 
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Kappa  Delta  And  Kappa  Sigma  Take  First  Place 


Alpha  Kappa  Alpha 


Leneatra         Vicki  McNair      Pauline  Peters 
Lackey 


Barbara  Twilah  Barnes     Brenda  Dent      Valerie  Rita  Johnson 

Barnes  Debra  Clark         Smithenia  Henderson  Mamie  Jones 

Debra  Barnes  Frazier  Anita  Johnson 
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Delta  Sigma  Theta 


Martha  Diana  Dupree         Deborah  Marilyn  Fields        Mary  Hill  Victoria  Masserina  Norma  Andrea 

Broach  Fairley  Jordan  Shelby  Shelton  Thomas 
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Alpha  Sigma  Alpha 


Janet  Barber        Lisa  Catlett  Ann  Gambrell     Ann  Hanson         Ava  Lee  Beverly  Malley     Mia  Meeks  Tammany  Smith  Cynthia  Stone 

Susan  Billingsley  Deanna  Dickens    Suzette  Giraud    Melissa  Harkins  Jeanne  Little    Patricia  Malley     Deborah  Pilkenton  Sidney  Snyder      Nancy  Szalwinski 
Donna  Blackwell  Theresa  Fletcher  Catherine  Green  Dorothy  Hooker   Linda  Louis      Susan  McKinnon  Julia  Raybon  Liddell  Stevens     Carolyn  Thomas 
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Chi  Omega 


Norma 

Ainsworth 
Vicki  Ates 
Linda  Baggett 
Fayr  Barkley 
Pam  Bass 
Norma 

Bearden 
Mary  Anna 

Bennett 


Kathryn 

Berry 
Kathy  Beverly 
Jody  Blakeney 
Donna  Brooks 
Jacqueline 

Burt 
Linda  Bush 
Jo  Cook 


Linda  Cooke 
Stephanie 

Cooke 
Amy  Davison 
Carole  Derise 
Wanda 

Fairley 
Susan  Fasano 
Tanya  Field 


Luann 

Graham 
Susan 

Grantham 
Wanda 

Havard 
Jennifer 

Haynes 
Kim  Haynes 
Jodi  Holcomb 
Kathy  Jobe 


Cynthia  Jones 
Stacey  Knight 
Lisa  Lang 
Cathy 

Leonard 
\vette 

Luten- 

bacher 
Mary  Jane 

McVay 
Nan 

McWilliams 


Jamie  Magee 

Wanda 

Lisa  Sandifer 

Ann  Thornton 

Mollie  Magee 

Nazeretian 

Cynthia  Smith 

Robin  Tucker 

Jacquelyn 

Elizabeth 

JLudy  Speights 

Valerie 

Mangum 

Oates 

Susan  Stone 

Vanzandt 

Angie 

Kathy  Parker 

Iris  Strickland 

Cathy  Waites 

Manguno 

Pam  Patrick 

Julia  Talbert 

Melinda 

Lora  Martin 

Celia  Price 

Vicki  Taylor 

Waites 

Cindy  Mills 

Diane  Randall 

Mildred 

Mary  White 

Gayla 

Judy  Roberts 

Thomas 

Francies 

Moorhead 

Wilson 
Donna 
Windham 

302 


V 


Delta  Delta  Delta 


Mary  Ward 
Dawn  Watson 
Julio  Williams 
Lisa  Wilson 
Carol  Wright 
Mitzi 
Yelverton 


J.D.  Austin 

Diane  Eddins 

Suzanna  Hale 

Peggy  Hurley 

Donna  Moore 

Kay  Otwell 

Judy  Putnam 

Gayden  Scott 

Sheila  Ashley 

Elizabeth 

Eleanor 

Kim 

Nydia  Moreno 

Anita  Parker 

Margie 

Susan 

Carolyn 

Effird 

Harrington 

Kimbrough 

Mary  Morgan 

Nan  Parker 

Putnam 

Stringer 

Carson 

Melissa  Forte 

Phyllis 

Nancy  King 

Jamie  Moye 

June  Perry 

Terri  Reeves 

Heidi  Strobl 

Nan  Cochran 

Martha 

Harrkigton 

Trudy 

Deveaux 

Theresa  Perry 

Ellen  Riley 

Cindy  Todd 

Karen  Curry 

Forten- 

Suzanne 

Lumpkin 

Munro 

Pamela  Prator 

Sharon 

Connie  Todd 

Diana  Day 

berry 

Hartness 

Barbara 

Janet  Muse 

Melody  Price 

Roberts 

Caryl 

Stacy  Derrick 

Chandra 

Debbie 

Mannoni 

Laura  Muse 

Susan  Rose 

Underwood 

Fussell 

Harvey 

Mary  Massey 

Pamela 

Jan  Walker 

Virginia 

Susan  Homan 

Linda 

Rushing 

Grady 

Louise 

Middleton 

Elizabeth 

Howard 

Guice 
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Delta  Gamma 


Jean  Alfonso 
Becky  Allen 
Debbie  Bass 
Mariann 

Baucum 
Twyla 

Bou- 

dreaux 
Sharon  Bush 


Lisa  Bridges 
Judy  Butler 
Liz  Campbell 
Maria  Cirlot 
Candy  Cox 
Patti  Cowen 


Lynn 

Dawson 
Connie 

Dewis 
Helen 

Dornbusch 
Diane 

Doucet 
Tammy 

Dunham 
Hanna 

Eubanks 


Jodie  Franze 
Ann 

Gambrell 
Susie 

Harring- 
ton 
Cindy 

Higgin- 

botham 
Linda  Jean 

Hill 
Dawn 

Hooper 


Donna 

Howell 
Karen 

Hutchins 
Patty 

Ingram 
Karen 

Johnson 
Kay 

Katzen- 

meyer 
Julia 

Krewson 


Debra  Lee 
Kim 

Los  tetter 
Danielle 

Lutz 
Gail  McKay 
Dotty 

McLeod 
Betty  Metz 


Mittie 

Nimocks 
Cindy 

Pearson 
Sandra 

Pounds 
Roxy  Ricci 
Libby 

Roberts 
Kim  Rogers 
Kathy 

Rossick 


Kathy 

Rushton 
Sally  Scott 
Sabrina 

Sentell 
Daphne 

Smith 
Cathy  Spies 
Vicki 

Statham 
Virgi 

Stewart 


Suzie 

Sweatman 
Bobbie 

Talley 
Gay  Taylor 
Bobbie 

Townsend 
Linda  Tubb 
Beverly 

Windham 
Mary  Dell 

Woodruff 
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Delta  Zeta 


Carrie  Deborah 

Massengale        Patrolia 
Shelia  Moree     Jonita 

Sanders 


Robin  Allen        Sue  Bishop         Brenda 
Alice  Marilyn  Boyce        Fayard 

Armstrong      Donna  Ina  Griffin 

Pat  Benvenuto        Chappell         Donna 

Haddox 


Deborah  Debbie  Knight 

Harriet  Pam  Knox 

Debbie  Haydel  Deborah 

Laura  Irish  Linton 


Angela  Marie  Vinson 

Stockstill  Thea  Vinson 

Debra  Turner 
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Kappa  Delta 


s 


irt 


1 


Linda  Adams 

Donna  Calfee 

Lisa 

Becky 

Jeanine  Goss 

Debbie  Hatton 

Marilyn 

Rebecca 

Vickie  Baker 

Melinda 

Cunning- 

Farnham 

Mona  Goss 

Sandra 

Michie 

Roseberry 

Jb>    **m| 

Leigh  Barry 

Carter 

ham 

Susan  Ford 

Deborah  Grim 

Hillman 

Martha  Miller 

Carolyn 

[Av    *""     \ 

Tillye  Barry 

Denise 

Pamela  Davis 

Elizabeth 

Melissa 

Carol  Hilton 

Tracy  Muth 

Russell 

ffcv^Z 

Judy 

Childers 

Patricia 

Franklin 

Grimsley 

Kathy  Jacquet 

Kathryn  Page 

Karen  Ryan 

Blackwell 

Loraine  Clark 

Deavenport 

Tianny  Gandy 

Sue  Hall 

Sharon 

Mary  Pugh 

Debbie  Sellers 

W^l 

Elizabeth 

Susan  Cobb 

Edie 

Charlotte 

Kathie 

Laurendine 

Judy  Ring 

Carrie  Shealy 

Burchfield 

Jenny  Cox 

Dickinson 

Gastrell 

Hamrick 

Vicki 

Sharon 

Rebecca 

Cindi  Cain 

Perri  Creel 

Dorothy 

Patricia 

Sharon 

Laurendine 

Robinson 

Shelton 

Janet  Sims 

Dickson 

Goldin 

Hannahan 

Janet  McRae 

Teresa  Sholar 

Cheryl  Twiner 

Ellie  Eaton 

Vicki  Gooch 

Jill  Warren 

Donna  Fail 

Ann 

Whitting- 

ton 
Rebecca 

Wilkinson 
Rosemary 

Wilson 
Abbie 

Yarborough 
Carol 

Yarborough 
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PhiMu 


m\ 

L m 

W^% 

Rebecca  Hart 

m  "    "1*1 

r  ^% 

f  1 

Beverly 

•*  -  V 

k~  A 

i  H  Jj 

Harvey 

Jw 

•ri 

iv 

Lulu  Helms 
Jill  Hendricks 

wK 

K 

'AV 

Sherri  Hilyer 
Connie  Howell 
Becky 

Alyce  Allen 

Becky  Brock 

Jodee  Flynt 

Hullinger 

F'rances 

Marsha 

Kim  Freeman 

Asmar 

Bryant 

Mary  Givens 

Laila  Asmar 

Scat  Cappaert 

Betsy 

Susan  Beesley 

Diane 

Gonzalez 

Debra  Bond 

Centanni 

Carol  Gray 

Claire  Bonelli 

Lessel  Clark 

Debbie  Guest 

Carol  Booker 

Terry 

Linda  Halbert 

Perri  Boteler 

Cruthirds 

Marsha 

Susan  Dallas 

Harper 

Mary  Ellen 

DePucchio 

Cindy  Jarman 
Kathryn  Jones 
Vicki  Jones 
Sandra  Keith 
Jan  Latham 
Paula  Lott 
Carolyn 
Mansour 


Kathy  Marine 
Janet  Marion 
Sheryl  Martin 
Mitzi  Mathews 
Cynthia 

McDonald 
Valerie  Mevan 
Aline  Milazzo 


Virginia 

Robin  Reed 

Patty 

Milazzo 

Mary 

Townsend 

Paula  Morse 

Schmidt 

Laura  Van 

Margaret 

Donna  Smith 

Norman 

O'Neil 

Susan  Stark 

Catherine 

Ann  Pavesic 

Fran  Tern- 

Vickerv 

Laurie  Pound 

Nancy 

Betty  Wallace 

Barbara 

Thrash 

Gwen  Ward 

Ransom 

Susan 

Wendy  Weiss 

Beverly 

Tinsler 

Susan 

Ransom 

Wimberlv 
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Pi  Beta  Phi 


Mitzi  Akers 
Cheryl 

Bateman 
Suellen  Billon 
Linda  Bounds 
Theresa 

Bracken 


Kristie  Bryant 
Anna  Carlisle 
Sarah 

Chambliss 
Dena 

Courtney 
Stephanie 

Craft 


fe^ 


Susan 

Beverly 

Brenda  Lott 

Shri  Nunnery 

Susan 

Laurie 

DeFatta 

Harper 

Debbie 

Adair  Pedrick 

Robinson 

Spratley 

Glenda 

Apple  Hasson 

Mallette 

James 

Valerie 

Brenda 

Forten- 

James  Jackie 

Cindy 

Perkinson 

Sanford 

Stanley 

berry 

Karen  Jobe 

Mangum 

Donna  Pierson 

Renee  Saucier 

Jennifer 

Rachael 

Sandra 

Martha 

Gina  Portner 

Mary 

Sullivan 

Gabrich 

Landry 

Melton 

Karen 

Sheridan 

Cheryl  Swales 

Donna  Giles 

Debbie  Lanius 

Margaret 

Richards 

Connie  Smith 

Diane  Trigg 

Kate 

Montgom- 

Judy Smith 

Elizabeth 

Hammond 

ery 

Watkins 

Robin  Hargon 

Sarita 
Mordica 

Janet  Wells 
Jill  Wiggins 
Kimberly 

Wilson 
Marsha 

Wilson 
Nena  Young 
Lori  Zwicke 
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Sigma  Sigma  Sigma 


Sandra  Spicer    Gayle  Timms      Lee  Toomey 
Donna  Jeanne  Timms     Cynthia 

Sullivan  Walsten 


Agnes 

Wilkerson 
Wanda 

Woodall 


Gail 

Dianne 

Kathy  Green 

Barbara 

Robin 

Bi- 

Doerres 

Robbie  James 

Murry 

Robinson 

schotberger 

Melinda 

Toni  Johnson 

Jackie  Nichols 

Mama 

Beth  Buck 

Doerres 

Sheri  Pino 

Rushing 

Manya  Creel 

Cynde 
Fairchild 

Rebecca  Smith 
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COLLIER  BEASLEY 
Pi  Kappa  Alpha 


K    7r 


tafiS* 


Otr:v<fc     ^L 


DEBBIE  FLEMING 
Chi  Omega 
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Alpha  Tau  Omega 


Robert 

Robert  Carter 

Ken  Curry 

Bill  Duffy 

John  Hill 

Abrams 

William  Clegg 

William 

Thomas 

John  Jacobs 

Kent 

Karen  Curry 

DeBen 

Galloway 

Patrick  Kelly 

Borgognoni 

Stanley 

David 

Allan 

Dicken 

Gamblin 

Brenneis 

Charles  Robert  O'Dell      Danny  Slade  David  Turner 

Landrum  Jeff  Potter          Kenneth  Joe  Waites 

Fred  Eric  Shultz              Stanley  Hudson 

Massengale                                Paul  Temple  Williams 

Lon 

McMurchy 
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Kappa  Alpha  Order 


John  Weens 
Rob  Wiggins 
James 
Winstead 


Doug  Bazzell 

Kevin  Cooper 

Ray  Dueitt 

Adrian 

Hilton 

Kenneth 

Greg  Poss 

Tony  Smith 

Joson 

Dee  Coxwell 

Robert  Elder 

Findley 

Gillespie 

McLaughlin 

James 

David 

Bosinger 

Frank  Dale 

John  Ellzey 

Mike  Flowers 

Jackie  Grimes 

John  McLeod 

Putnam 

Stewart 

Jeff  Bradley 

Bill  Dolan 

Michael 

Dennis 

Will  Johnston 

Alan  Mills 

Mike 

Robert 

Robert  Carter 

Ernest 

Garraway 
Jimmy 
Ge- 
meinhardt 

Noel  Lamey 

Ray  New 

Regenold 
Edward 
Schmidt 

Taylor 
Eddie 
Valentine 
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Kappa  Sigma 


Clint  Abbey 
Spurgeon 

Alford 
John  Andrews 
George 

Bachmann 
Gary  Ballard 
Michael 

Boleware 
Harper 

Brinson 


Richard 

Burgress 
William 

Carney 
David 

Carraway 
Patton  Causey 
Michael 

Chancellor 
Hubert 

Comans 
Richard  Coy 


Bobby  Dallas 
Donald 

Driskell 
Freddie  Eaves 
Terry  Eaves 
Leslie 

Fletcher 
Timothy  Folse 
Tommy 

Gilbert 


Joey  Giuffria 
John  Gonzalez 
Alan  Greene 
Stephen  Hall 
Danny 

Havard 
Randy 

Hathorn 
Kenneth 

Hayman 


Charles 

Hol- 

lingsworth 
Richard 

Hughes 
Robert  James 
Thomas 

Jamison 
Kent  Keys 
Thomas  Kranz 
Keith  Laporte 
Read  LaPorte 


David  LeCroy 
Glen  Lowery 
Thomas 

Marince 
Daniel 

Mclnnis 
Joe  Meeks 
Darryl  Mixon 
Benjamin 

Moore 
Larry  Niceley 


Gee  Ogletree 
James  Parks 
Mark  Parris 
Gerald 

Pennington 
James 

Pennington 
Julian  Pike 
William  Price 
David 

Ragsdale 


Michael 

Ramsey 
Wade  Ratcliff 
Charlie 

Russell 
William  Ryan 
Richard 

Simpson 

Michael 

Spruill 
Monty 

Stephens 
Thomas 

Sullivan 


Brent  Thomas 
Ned  Trotti 
Edwin  Vickers 
Steven  Walsh 
Michael  White 
James 

Williams 
Walter 

Williford 
Clay  Wilson 
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Omega  Psi  Phi 


Carl  Hawkins    Joseph  Hughey  Michael  Marks    Roy  Merrell      Maurice  Rowan   Claude  Stubbs 


George  Arnold    Ronald  Carter    James  Fountain 
Herman  Louis  Wales        Eddie  Young 

Sylvester 
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Pi  Kappa  Alpha 


John  Adamson 
Vince  Alford 
Wilkie  Brown 
Bobby 

Cu  lumber 
Con  Cumbest 


Brent 

Cumbest 
Jimmy  Davies 
Kenny 

Desporte 
Mike  Goodwin 
Saul  Guice 


Ronny  Harris 
Brad  Hays 
Harry  Hodges 
Rucker  Howell 
Bartlo  Hunt 


David  Kenny 
Ronald  Ray 

Keyes 
Jimmy  Lopez 
Johnny  Lopez 
Bill  Lowery 


Audie 

David  Pisarich 

Chris 

Steve  Slote 

Little  Sisters 

McLendon 

Steve  Pitts 

Richardson 

Jamy  Thigpen 

Leigh  Barry 

Perry  Moran 

Jerry  Polovich 

Jim  Rose 

Rod  Ward 

Jeanine  Goss 

Donnie 

Richard 

Scott  Sablich 

Mike  Waren 

Pat  Lowery 

Newman 

Polovich 

Rick  Savadra 

Alvin  Winans 

Kathy  Marine 

Mike  Newman 

Doug  Price 

Junie 

Dream  Girl 

Mary  Lyn 

Clint  Norris 

Randy 

Schuman 

Terry 

Morgan 

Maurice 

Preston 

Jim  Shepard 

Cruthirds 

Cindy  Odom 

Overby 
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Phi  Kappa  Tau 


Jim  Stephens 
Michael 

Stroud 
Frank  Swindle 
Richard 

Villarreal 

Bill  Wilbanks 

John  Williams 


Sky  Wright 
Little  Sisters 
Fayr  Barkely 
Rachell  Burge 
Jill  Hendricks 
Judy  Putnam 
House  Mother 
Grace  Magee 


George 

James  Bourne 

Donald 

Dwight 

Tony  Knight 

James 

Darrell  Pitts 

Alexander 

Marshall 

Falgoust 

Hampton 

James 

Miketinas 

Perry  Prince 

Houston 

Bynum 

Perry  Ford 

Bob  Havden 

Lindsey 

John  Morgan 

Cliff  Reynold 

Barnett 

Russell  Byrd 

Ronald  Fuller 

Bobby  Hill 

Dave  Malchow 

Steve  Nelson 

Robert 

Charles  Bell 

Michael 

Mark  Grace 

Mark  Ishee 

Jack 

Robert  Parker 

Richard 

Richard  Bell 

Condon 

Eric  Greene 

Robert 

McDermid 

Randy  Payne 

Bill  Ross 

Dennis 

Jim  Crews 

Jerry 

Jackson 

Frank 

Richard  Pern' 

Ronald 

Bohannon 

Dennis 

Grimsley 

David  Jones 

Mclnnis 

Greg 

Rushton 

Stan  Bond 

Dickinson 

Ronald 

Miquel 

Ron  McNeil 

Pietrangelo 

Scott  Shearer 

John  Bostic 

Paul  Douglas 

Guthrie 

Kenning 

Paul  Merrill 
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Sigma  Alpha  Epsilon 
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Robert  Adams 
Mary  Allums 
James 

Baranowski 
Charles  Banks 
James  Boney 
Ray  Bridges 
Von  Burt 


Prvitt  Calvert 
Chris  Cookson 
Milam  Cotten 
John  Crain 
Robert 

Daugherty 
Steven  Evans 
William 

Everett 


Scott  Fisher 
Michael  Foley 
Richard 

Gordon 
John  Hagood 
Mack  Harper 
Lee  Harris 
James  Hayes 


Bobby 

Hemphill 
Steve 

Holifield 
Toby  Jeffreys 
John  Kaiser 
George  Komp 
Charlie  King 
Mark  Leach 


John  Leja 
Kenneth 

McCrory 
David  McKey 
Phillip  McKey 
Admal 

Marshall 
Brooks  Martin 
Mart  Martin 


Alan  Mayfield 
Don  Medley 
John  Moak 
Jimmy 

Morgan 
Michael  Oakes 
Ralph  Passons 
Steven  Parker 


Tom  Pena 
Kurt 

Putkonen 
Irvin  Rentz 
Charles 

Roberts 
John  Roberts 
John  Ryle 
David  Taylor 
Doug  Taylor 


Bradley  Sims 
Edgar  Sims 
Gary  Slade 
Chester  Smith 
John 

Wakeland 
James  Watts 
John  Woods 
Little  Sister 
Carolyn 

Carson 


Beth  Franklin 
Kathie 

Hamrick 
Kim 

Kimbrough 
Poppy  Lyon 
Angie  Manuno 
Mildred 

Thomas 
Ann 

Whitting- 

ton 
House  Mother 
Mildred  Wall 
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Sigma  Nu 


i>£«Q 


l*k 

Steve  Duncan 

Bobby  Hall 

Jeff  Hutton 

Ben  Kotulski 

Ken  Melichar 

Bill  Saint  Sing 

Scott  Wheeler 

Jamie  Magee 

It  31 

Scotty  English 

James 

Donald 

Michael 

Jack  Munn 

Gary  Sims 

Sweetheart 

Diane  Randall 

f^T 

Michael 

Hammett 

Johnson 

Magusiak 

Thomas 

Lary  Sims 

Ann 

Connie  Todd 

\~/ 

Foster 

William 

Steve  Johnson 

Robert  McBee 

Nickse 

John  Solomon 

Harrington 

Cathy  Yickery 

A-V 

Robert 

Hammett 

James  Jumper 

Charles 

Ronnie 

Little  Sisters 

*4cfc 

Gunning 

Robert 

McPherson 

Patterson 

Linda  Cooke 

Hopkins 

Wanda 

Havard 

Toby 

Anderson 

Dalton  Bittle 

John  Bullock 

Chadwick 

Carroll 

Ernest 

Cunning- 

ham 
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Sigma  Phi  Epsilon 


Steven  Ashby  Stan  Bookout  Robert  Illanne  Joe  Martinez  Oliver  Shearer  Ted  Spruill 

Richard  Chris  Bufalo  Terry  Jackson  James  Miller  Eric  Sherry  Michael  Tobin 

Bennett  Berry  Gilleon  Billy  Lane  Michael  Daryl  Smith  Richard 

Ken  Bergeron  Roland  Huie  Keith  Schatten  Dennis  Spruill         Townley 

Allen  Bissell  Lottridge  Karl  Sexton  Mike  Wack 


Roy  Wack 
Brent  Zumbro 
Little  Sisters 
Hannah 

Guillotte 
Debra  Hilbun 


Cathy 

Jefcoats 
Julia  Krewson 
Ava  Lee 
Becky  Lide 


mm 


Sarah  Panther 
Roby  Reeves 
Paula  Smith 
Suzanne 

Zumbro 
House  Mother 
Joy  Samrow 
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Alpha  Epsilon  Alpha 


AEA  Officers:  President— Gary  Carmichael;  Vice  Presidents-David  Crawford  and  Donna  Smith;  Secretary— Peggy  Punneses;  Treasurer— 

Pam  Guranus. 


Kappa 
Mu 


Epsilon      s4 

:::   *     / 


Row  1:  Jim  Caveny;  Pauline  Kirkland;  Gloria  Short;  Mary  Kay  Holloway;  Roberta  Townsend;  Vicky  Roebuck;  Alice  Essary;  Bill 
Knighton.  Row  2:  R.W.  King;  Ronnie  Eaton;  Elton  Rheuark;  Henry  Johnston;  Dusty  Rivers;  Marie  Clement;  Steve  Doblin;  Patton 
Causey.  Row  3:  Jamal  M.  Buzayan;  Teddy  Blaylock;  Robert  Jordan;  James  Gilbert;  Beverly  Ransom;  Sharon  Brown;  Andrew 

Fortenberry;  Wally  Pye;  Joe  Morrell;  Michael  Tobin. 
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Kappa 

Delta 

Pi 


Phi 

Beta 

Lambda 


Front  Row:  Robin  Robinson- 
State  Vice  President;  Carol 
McMullan-National  Secretary: 
Henry  Phillips-Historian;  Jef- 
frey Franklin-  Photographer; 
Malcolm  Jones- Business  Ad- 
ministration Representative; 
Ron  Evans— Accounting  Repre- 
sentative; Wesley  Hughes- Re- 
porter; Tim  Wilson- Treasurer; 
Debbie  Zuccaiv  Secretary;  Tim 
Wallis-Vice  president;  Connie 
McMullan- President.  Left- 
Mrs.  Shirley  Mays:  Ri^ht-Dr. 
Donna  Conerlv. 
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Beta  Beta  Beta 


American  Chemical  Society 


Front  Row:  Carl  Houch;  Suzanne  Sullivan;  Kathy  Garr;  Ina  Griffin.  Second  Row:  Ralph  Cranford;  Brian  Donovan;  Lamar  Glaze;  Jim  Ward. 
Third  Row:  Dr.  Douglas  McCain;  Robert  Jordan;  Chuck  Golladay;  Turner  Billingsly;  Dr.  Fred  Hawkridge. 
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Lambda  Iota  Tau 


Phi  Mu  Alpha 


Front  Row:  John  King,  Unidentified,  Robert  Magee,  Henry  Breckenridge,  Leo  Vallar,  Mike  Shackan.  Back  Row:  Jeff  Adams,  Albert  Willis, 
Larry  Clemens,  Bobby  Presley,  Diane  Eddins,  Lori  McCain,  Johnny  Odom,  Joe  Rego,  Robert  Seveir,  Jim  Ford,  Ed  Dacus. 


Kappa  Omicron  Phi 


i 


Front  Row:  Judy  Jones,  President.  Back  Row:  Rebecca  Williams;  Jan  Walker;  Dotty  McLeod,  Vice  President;  Mollie  Magee;  Vonne  Waters, 
Reporter;  Suzette  Giraud.  Not  Pictured:  Kerry  Spears,  Secretary;  Dr.  Louella  Milner,  Sponsor;  Diane  Rednour;  Marie  Byrd;  Nancy  Ball. 
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Business  Student  Advisory  Council 


Seated:  Paul  Fields,  Vice  President;  Lynn  Stewart,  President;  Dean  Joe  Green;  LaRita  McKay;  Susan  Carpenter,  Secretary.  Standing: 
David  Crawford;  Steve  Webb;  James  Winstead;  Mike  Goodwin;  Paul  Harris;  Michael  Luehlfing;  Carolyn  Adams;  Donna  Johnson.  Not 
Pictured:  Mark  Anderson. 


Phi  Chi  Theta 
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Delta  Sigma  Pi 
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Bryan  Ervin  Acker 
Catherine  Mary  Alkinson 
Paggy  Ann  Allen 
Robin  Allen 
Sheila  Diane  Ashley 
Laila  Michelle  Asmar 
Benetta  Carlene  Beck 
Steven  Harold  Begley 
Brenda  Jane  Blackstock 
Mary  Catherine  Box 
Patricia  Ann  Bronte 
Linda  Elizabeth  Bush 
Jamal  Mohamed  Buzayan 
Lisa  Diane  Carr 
Denise  Childers 
Candace  Ann  Cos 
Ophelia  Louise  Crosby 
Cretia  Ann  Crowe 
Imelda  C.  Cuellar 
Maureen  Ann  Curran 
Lynn  Elizabeth  Dawson 
Bonny  Ann  Debello 
Jenifer  Ann  Duchek 


Joel  Reese  Eakens 
Virginia  Burns  Eaton 
Sandra  Joyce  Ellzey 
Jane  Samuels  Ethridge 
Marabeth  Evans 
Becky  Yvonne  Farnham 
Rhonda  Louise  Fikes 
Marie  E.  Forney 
Karen  Jean  Fulford 
Anne  Elizabeth  Gambrell 
Brenda  Sue  German 
Dorothy  Bea  Gillette 
Marianne  Gipson 
Lauren  Elizabeth  Graham 
Linda  Griffith 
Melissa  Ann  Grimsley 
Nan  Harnett 
Sandra  Ann  Kays 
Deanna  Lynn  Heidelberg 
Mary  Catherine  Holloway 
Sharon  Elaine  Hooker 
Sandra  Elaine  Howard 
Rebecca  Jane  Hullinger 


Randy  Eugene  Jackson 
Elizabeth  Johnson 
Rosie  Marilynne  Jones 
Regina  Nell  Killen 
Michele  Kay  Kouba 
Sharon  Gay  Laurendine 
Debra  Kay  Long 
Donna  Fay  Long 
Linda  Marie  Manthey 
Kenneth  McCrory 
Hazel  Gibson  McEachern 
Pauline  Elizabeth  McLean 
Linda  Joyce  McPhearson 
Mary  Jane  McVay 
Carrie  Jane  Massengale 
Jamie  L  Moye 
Martha  Jean  Muirhead 
Margaret  Louisa  O'Neil 
Samuel  Richard  Oppelaar 
Sandra  Kay  Otwell 
John  Titus  Parker 
Roxana  A.  Pentes 
Jodie  Poole 


Alpha 

Lambda 

Delta 

President-Ophelia  Crosby 
Vice  President- Kay  Otwell 
Secretary-Marabeth  Evans 
Treasurer-Sheila  Ashley 
Historian-Carlene  Beck 
Faculty  Advisor-Dean  Sarah 

Gibbs 
Administrative  Advisor-Dean 

Barbara  Ross 


Regina  Portner 
Chlotia  Lynette  Posey 
Dorothy  Lynn  Powell 
Margaret  Ellen  Putnam 
Mary  Lisa  Ratcliff 
Patricia  Aleine  Robinson 
Windy  Gale  Rowland 
Cari  Lee  Slamans 
Nancy  Caroline  Smith 
Susan  Ann  Smith 
Vicki  Anne  Smith 
David  Lee  Stevens 
Donna  Lynn  Sullivan 
Deborah  Patti  Talley 
Mary  Fulcher  Tan 
Linda  Grace  Tubb 
Lucy  Jane  Wesley 
Harry  William  Willoughby 
Donna  Louise  Windham 
Nancy  Wolfe 
Mollie  Woolf 
Diane  Wright 
Zelma  Wright 


Founded  University  of  Illinois,  1924 

Member  of  Association  of  College  Honor  Societies 
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Lambda 
Sigma 


Officers:  Seated:  Linda  Bush. 

Standing:  Tammy  Dunham;  Kim 

Rogers;  Jennifer  Duchek;  Linda 

Tubb. 


Seated:  Lisa  Ratliff;  Malissa  Grimsley.  Row  1:  Jeanie  Murhead;  Donna  Windham;  Linda  Bush;  Karen  Jobe.  Row  2:  Patti  Cowen,  Ophelia 

Crosby.  Row  3:  Mary  Delle  Woodruff;  Unidentified;  Pat  Talley;  Chretia  Crowe.  Row  4:  Sandra  Pounds;  Lisa  Carr;  Lynn  Dawson;  Mittie 

Nimocks.  Row  5:  Linda  Manthey;  Debbie  Hendricks;  Kay  Otwell;  Linda  Tubb;  Terry  Reeves.  Row  6:  Gina  Portner;  Lizzie  Burchfield; 

Caroline  Christian;  Tammy  Dunham;  Zelma  Wright;  Jennie  Duchek;  Mary  Jane  McVay. 
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Phi  Eta  Sigma 

President- Kenneth  Hayman 
Vice  President-Sandra  Hayes 
Secretary-Man-  Kay  Holloway 
Treasurer- David  Shows 
Senior  Advisor-Jeffrey  Lackey 
Faculty  Advisor-Dr.  Bill  Shafer 


Phi  Delta  Rho 
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Alpha 

Phi 

Omega 


Standing:  Warren  K.  Dunn;  Gail  Dickerson;  Col.  Thomas  Collins.  Seated:  Berengher  Brechtel;  Jim  Borsig;  Mike  Wack. 


Standing:  Bart  Gentry;  Gerald  Noblin;  Mike  Wack;  Gail  Dickerson;  Berengher  Brechtel;  Warren  K.  Dunn.  Seated:  Col.  Thomas 

Collins;  Unidentified;  Ted  Spruill;  Paul  Fields. 


Front  Row:  Joe  Meeks;  Unidentified;  Frances  McGill;  Julia  Talbert;  Linda  Manthey;  Rebecca  Williams;  Patton  Causey.  Back  Row:  Frank 

Meeks;  Joanne  Fried;  Ellen  Riley;  Jim  Borsig. 
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Pi  Tau  Chi 


Jewish  Student  Union/ Hillel 


Executive  Committee:  Mitch  Krell,  Treasurer;  Joanne  Fried,  Secretary;  Michael  Tobin,  President;  .lean  Adam.  Vice  President;  Alan  Harris 
Recorder.  Not  Pictured:  Rabbi  Norman  Lipson,  Faculty  Advisor;  Steffanie  Scull;  Mollie  Wolfe;  Allan  Buckley;  Ira  Solomon;  Madaline 
Solomon;  Janice  Dvieren;  Boh  Goddard;  Mark  Balhan;  Jon  Jacobs;  Martin  Seidner;  Richard  Mosow;  Julie  Mosow;  Nadine  Cracraft;  Dr  Joe 
Cracraft. 
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B.S.U.  Chairmen:  Front  Row:  Louis  Boyd-Intramurals;  Donald  Pendergrast- Tuesday  Night  Together;  Janie  Boykin-Missions;  Celia 

Price-Fellowship;  Angie  Northup- Worship;  Skip  Noble- Associate  Director;  Loretta  Reynolds-Music.  Back  Row:  Jerry  Pitts-Student 

Center;  Freda  Martin-Records;  Louie  Farmer,  Jr.,-Director;  Mittlelee  Walton-President;  Debbie  Sweet- Vuherd  Editor;  Debbie 

Roberson-Study;  Angelique  Benson-Ministry. 


Student  Ministries  Symbol 


Baptist 

Student  1 

Union 
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Student  Religious  Federation 


Front  Row:  Fran  Terry,  Vic  Dubose,  Donnie  Walley,  Carl  White,  Mittlee  Walton.  Back  Row:  Dr.  Hales,  Hiram  Durant,  Paul  Baukema, 
Rusty  Eldridge,  Terrell  May,  Balwant  Singh. 


Wesley  Foundation 


President-Leonore  Prather;  Vice-Pres.-Paul  Baukema;  Secretary- Becky  Stephens;  Treasurer- Billy  Walters;  Publicity  Chairman-Jim 
Moore;  Study  and  Training  Director-Mark  Rainwater;  Newsletter  Editor-Kathy  Strange;  Director- Rev.  Marshall  Burnette. 
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American 


Carolyn  Adams 
Joyce  Adkins 
Larry  Anderson 
Katie  Armstrong 
Angela  Asmer 
Janice  Atkins 
Debra  Barnes 
Jessie  Barnes 
Curtis  Beigler 
Ruby  Bell 
Tamara  Bell 
Katrina  Belton 
Verina  Besin 
Odessa  Beverly 
Jocelyn  Bolden 
Lucille  Bolton 
Jerrle  Boxdale 
Alice  Bradley 
Deborah  Bradley 
Martha  Broach 
Sheila  Brooks 
Barbara  Brown 
Frank  Brown 
Gail  Brown 
Mary  Janice  Bullock 
Lorenzo  Carter 
Sandra  Carter 
Mary  Clayton 
Cheryl  Coats 
Dorothy  Coleman 


Marqueta  Coleman 
Shirley  Coleman 
Johnny  Cooks 
Kelvin  Cooley 
Cynthia  Cooper 
David  Cooper 
Elice  Cooper 
Ada  Crosby 
Beverly  Crumbly 
Wanda  Cunningham 
Carl  Dailey 
Fay  Dailey 
Barbara  Davis 
Jill  Davis 
Mitchell  Dent 
Mike  Deverdaux 
Lavonn  Dillon 
Sandra  Drake 
Diane  Dupree 
Veta  Durman 
Mamie  Ellis 
Jeannine  Evans 
Deborah  Fairley 
Denneth  Fairley 
Hue  Ferle 
Marilyn  Field 
Cedric  Fisher 
Violet  Fisher 
Michael  Gilner 
Rhonda  Goodman 


Johnnie  Grad 
Greg  Graham 
Jackie  Graves 
Judy  Graves 
Christine  Handy 
James  Hannah 
Alma  Harris 
Anthony  Harris 
Anthony  Harris 
Maria  Haynes 
Valerie  Henderson 
Mildred  Herron 
Theola  Hicks 
Tyrone  Hicks 
Mary  Hill 
Vanessa  Hill 
Ben  Hinton 
Mary  Holly 
Patricia  Howard 
J.  Huddleston 
Tina  Hughey 
Shirley  Hughs 
Charles  Jackson 
Cynthia  Jackson 
Robert  Jackson 
Sheila  Jackson 
Sheryl  Jagers 
Anita  Johnson 
Arlene  Johnson 
Cynthia  Johnson 


Dorothy  Johnson 
Janice  Johnson 
Jerry  Johnson 
Calvin  Jones 
Judith  Jones 
Shirley  Jones 
Ellen  Keyes 
Ernest  Keys 
Maurine  Knighton 
Betty  Lacey 
Leneatra  Lackey 
Janet  Leake 
Gennice  Lenoir 
James  Lenoir 
Diane  Leverette 
Larry  Lock 
Willie  Lock 
Kris  Lynch 
Genelle  Magee 
Sarah  Manaway 
Nell  Marble 
Dejuana  Matthews 
Herbert  Maye 
Richard  Maye 
Wanda  Mays 
Carolyn  McLair 
Ernert  McLair 
Thomasine  McLair 
Vickie  McLair 
Leal  McMullen 


Vera  Merritt 
Dillard  Montgomery 
Mary  Moore 
Henry  Nailey 
Kay  Norwood 
Samuel  Parker 
Dora  Patterson 
Janice  Patterson 
Wilford  Patterson 
Karen  Paul 
Patricia  Perry 
Marvin  Petro 
William  Peyton 
Debbie  Poole 
Beverly  Porter 
Colita  Posey 
Marshall  Powe 
Deborah  Presley 
Melba  Richardson 
Maurice  Rowan 
Francis  Shaw 
Norma  Shelton 
Melvin  Silas 
Cynthia  Simmons 
Daniel  Simmons 
David  Simmons 
Glenn  Sims 
Larry  Sims 
Sheila  Sipps 
Gloria  Smith 


Paul  Smith 
Valmena  Smith 
Dexter  Stubbs 
Edward  Taylor 
Randy  Taylor 
Ronald  Taylor 
Valerie  Taylor 
Andrea  Thomas 
Audrey  Tobias 
Jennie  Tolbert 
Larry  Tyrone 
Louis  Wales 
Janelle  Walker 
Ruther  Mae  Walker 
Sharon  Walker 
Clementine  Walters 
Doris  Ward 
Cheryl  Washington 
Joann  Watson 
Dorothy  Weary 
Rebecca  Weathers 
Joyce  Westbrook 
James  Wheeler 
Gwendolyn  White 
Cheryl  Williams 
James  Williams 
Virginia  Wilson 
Mary  Woods 
Bernadette  Woullard 
Zelma  Wright 
Joe  Young 


I 
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Student  Printz 


Seated:  Kim  Gianakos.  First  Row:  Karen  Shelton;  Sandra  Hodges;  Carl  Bates;  Karen  Gamble,  Editor;  Jackie  Neal;  Candy  Cox.  Second  Row- 
Glen  Ouren;  Joel  Parker;  Judy  Dollahite;  Unidentified;  David  Gipson;  Kathy  Parker;  Unidentified;  Janie  Dalton;  Steve  Gardner;  Lloyd 
Chiasson,  Advisor;  Parnell  McKay;  Wayne  Hardy. 


Southerner 


Back  Row:  Debbie  Hendricks;  Mike  Howard;  Sandra  Pounds,  Editor;  Evelyn  Dunn,  Assistant 

Editor;  Rusty  Eldridge.  Front  Row:  Sandra  Howard;  Amerylious  McAlpin;  Marie  Vinson; 

Bobbie  Talley;  Davie  Williams.  Not  Pictured:  Debbie  Harvey;  Harry  Hodges;  Karen  Jobe;  Joe 

Martinez;  Warren  Dunn,  Advisor. 
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President 
Frank  Meeks 


Vice  President 
David  Ragsdale 
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Associated 

Student 

Body 

Executive 

Council 


Front  Row:  Frank  Meeks,  President;  Ivy  Grantham,  Treasurer;  Beth  Franklin,  Executive  Secretary;  Debra  Lee, 
Election  Commissioner;  David  Ragsdale,  Vice  President.  Back  Row:  Nedra  Allgood,  Public  Relations;  Frances 
McGill,  Residence  Hall  Council  President;  Rusty  McKinley,  Spirit  Director;  Diane  Williams,  Legal  Services; 
Carolyn  Carson,  Director  of  Academic  Affairs. 


Residence 

Hall 

Council 


EASY 
NIGHTS 


Jty 


Front  Row:  Dean  Berengher  Brechtel,  Advisor;  Karen  Shelton,  Student  Printz  Reporter;  Dean  Anne  Jordon,  Advisor;  Randy  Rodgers, 

Bond  Hall;  Debbie  Zuccaro,  Scott  Hall  and  Secretary;  Glenda  Rowell,  Jones  Hall;  Karen  McNease,  Bolton  Hall;  Nancy  Foster,  Mississippi 

Hall;  Janice  Holmes,  Pulley  Hall;  Debbie  Wilson,  Scott  Hall  and  Treasurer;  Frances  McGill,  President;  Judy  Lee,  Hillcrest.  Second  Row: 

Larry  Carey,  Hickman  Hall;  J.C.  Patterson,  Hattiesburg  Hall  and  Vice  President;  Jim  Kennedy,  Elam  Arms;  Alan  Davis,  Elam  Arms.  Not 

Pictured:  Larry  Ainsworth,  Bond  Hall;  Mary  Allums,  Inter-Fraternity  Council;  JoAnn  Montgomery,  Roberts  Hall;  Carolyn  Carson, 

Panhellenic. 
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Senate 
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Front  Row:  Stan  Bookout;  Jon  Walt;  Mary  Anna  Bennett;  David  Ragsdale;  Paula  Gregory;  Gary  May.  Second  Row:  Walter  Williford; 
Sharon  Grimes;  Debbie  Harvey;  Mary  Kay  Ward;  Wanda  Rose;  Paul  Fields;  Naomi  Martin;  Darryl  Mixon;  Karen  Jobe;  Jerry  Dean.  Third 
Row:  Fred  Dale;  Michael  Marks;  L.D.  Barron;  Robert  MacGee;  Dan  Page;  Diane  Trigg;  Derrith  Allgood;  Randy  Bell;  Balwant  Sing;  Rusty 
Eldridge;  Roland  Huie. 


Student  Affairs  Court 


Jan  Walker;  Ronald  Carter;  Eddie  Jones;  Michael  Wack,  Chief 
Magistrate. 
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Southern  Style 


Susie  Harrington;  Mildred  Thomas;  Charlie  Gentry;  Jeanine  Goss;  Mart  Martin;  Wanda  Rose;  Robyn  Kufner;  Debbie  Thompson;  Mike 
Sartain;  Lynn  Daniels;  Marshall  Bynum;  Carolyn  Carson;  Gee  Ogletree;  Derrith  Allgood;  Ron  Jordan;  Angie  Manguno;  Hal  Horton;  Beth 

Sinquefield;  Frank  Meeks. 


WMSU-FM 


WMSU-AM 


Seated:  Ron  McNeil;  David  Snyder;  JoAnna  Matina;  Leon  Ferguson;  Karen  Welch.  Second  Row:  Harua  Ogawa;  Ralph  Duncan; 
Patty  Knight;  Anglela  Jones;  Joe  Runnels;  Robert  Cade,  Faculty  Advisor;  Stan  Bookout.  Third  Row:  Benjie  Coats;  Robert 
Pickering;  Marilyn  Fulper;  Hank  Jones.  Fourth  Row:  Jimmy  Polk;  Mark  Howe. 
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Chairman  of  Production-Benny  Walker 
Music  Chairman-Greg  Eagle 
Non-Music  Chairman-Steve  Miller 
Advertising  Chairman-Frank  Thompson 
Secretary-Linda  McPhearson 
Advisor— Joe  Paul 
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Front  Row:  Candy  Cox;  Lauren  Graham;  Ralph  Duncan;  Donna  Giles;  Steve  Ahdellah;  Jill  O'Brien;  Steve  Miller;  Benny  Walker.  Back  Row: 
Linda  Baggett;  Alvin  Ladner;  Patricia  Emmons;  Rebecca  Weathers;  Wayne  Amnions;  Scott  Johnson;  Lee  McHenry;  Rice  Ray;  James  Foun- 
tain; Stan  Grice;  Linda  McPhearson;  Mike  Ratliff;  Laura  Van  Norman;  Frank  Thompson. 
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Flutes 

Karen  Henley 
Robert  Magee 
Cindi  King 
Candy  Bowe 
Carl  Schneider 
Rusty  Odom 
Cheryl  Runnels 
Kathy  Hardison 
Becky  Brown 
Debbie  Vaughan 
Anne  Moore 

Bassoons 

Mary  Kay 
Wharton 
Pam  Edwards 

Alto  Clarinet 
Jeff  Knain 
Bass  Clarinets 

Danny  Redden 
Cay  Johnson 

Contrabass 
Clarinet 


Chuck  Hansen 


Alto  Saxophones 

Julia  Krewson 
Tom  Evans 
Richard  Scruggs 
Ron  Warren 

Tenor  Saxophones 

Stephanie  Craft 
Danny  Hickey 

Baritone 
Saxophone 

Mike  Andrews 

French  Horns 

Terry  Ivy 
John  Gossman 
Teresa  Faint 
Mark  Blackwell 
Ron  Ericson 

Trumpets 

Steve  Stewart 
Bruce  Byrd 
Steve  Haffley 
Randy  Dickerson 
Katie  Conner 
Ken  Shimmura 
Chuck  Jackson 


Bryan  Fields 
Rick  Mclnnis 
Keith  Smith 
Mike  Williams 
Jimmy 

Harrington 
Eddie  Steadman 
Tim  King 

Trombones 

Robert  Bishop 
John 

Cornacchione 
Richard  Reeves 
Neil  Murphy 
Bob  Brown 
Dale  Hueber 
James  Hannah 
Ricky  Pierce 
Karl  Mulling 

Baritones 

Perry  Dornbusch 
David  Massey 

Tubas 

Paul  Stoulig 
Bruce  Garner 
Ken  Smith 
Fred  Smith 
Jim  Stine 


Jazz  Lab  Band 


Trumpets 


Louis  Olds,  Lead 
Jim  Ford 
Don  Dabney 
Larry  Clemens 
Mike  Williams,  Jazz 

Bass 

John  Hedman 

Audio 

Steve  Haffley 

Trombones 

Steve  Weist,  Lead 
Aldo  Forre 
Mark  Bray 
Tom  Smith,  Jazz 
Rick  Reeves,  Bass 

Guitar 
Gelon  Doswell 
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Drums 
Howie  Joines 

Keyboard 
Corky  Robinson 

Aux.  Percussion 

Evan  Gallasher 

Director 

Raoul  Jerome 

Flutes 

Linda  Baker 
Rae  Barr 
Candy  Bowe 
Victoria  Bridges 
Rebecca  Brown 
Melody  Collins 
Cheri  Coon 
Myra  Craven 
Jeni  Duchek 
Ila  Mae  Dye 


Percussion 

Howie  Joines 
Warren  White 
Billy  Hammond 
Ben  Sloane 
David  Drake 

Clarinets 


Scott  Landes 
Bob  Miller 
Aline  Smith 
Sharon 

Fillingame 
David  O'Shields 
Karen  Hutchins 
Janis  Cravey 
Johnette  Gibson 
Cheryl  Burney 
Patti  Ingram 
Connie  Bright 
Windy  Rowland 
Don  Ladner 


Reeds 

John  Thomas,  Lead 
Julia  Krewson 
Rick  Kriska,  Jazz 
Chuck  Hansen 
Dan  Redden 


Concert  Band 


ft1 


Cp 


G« 


Jes 


Gayle  Entrekin 
Kevin  Freeman 
Alice  Green 
Vanessa  Gunter 
Kathy  Hardison 
Barbara  Henegar 
Karen  Henley 
Lillian  Jackson 
Karen  Johnson 
Cynthia  King 
Danielle  Lutz 
Robert  Magee 
Marcia  Pope 
Sharon  Price 
Gwendolyn 

Richardson 
Mary  Ross 
Carl  Schneider 
Nancy  Smith 
Susan  Smith 
Jeanne  Stewart 
Mary  Suggs 
Deborah  Vaughan 
Eva  Jenkins 

Clarinets 

Kathy  Basham 
Julie  Brockway 
Alan  Brown 
Cheryl  Burney 
Susan  Byrne 
Joni  Creel 
Sharon  Fillingame 
Ivy  Grantham 
Sherrie  Grier 
Harriet  Hans 
Theresa  Hattaway 
Karen  Hutchins 
Patti  Ingram 
Sheila  Jackson 
Janet  Jones 
Joanna  Leonard 
James  Livingston 
Terry  McClure 
Geneva  McGlasson 
Wiley  McGrew 
Susan  Mandel 
Robert  Miller 
Charles  Robitaille 
Jennifer  Ryan 
Aline  Smith 
Cynthia  Tew 
Janet  Thomas 
Katherine 

Thompson 
Mary  Ann  Wade 

Alto  Saxophones 

Harold  Bennett 
Russell  Byrd 
Sherilyn  Dees 


Joyce  Dove 
Thomas  Evans 
Wendy  Horn 
Daniel  Johnson 
Jeff  Knain 
Robyn  Kuf'ner 
Joseph  Lackey 
Raymond  Landes 
Morris  Meeks 
Dan  Redden 
Scott  Reiber 
John  Thomas 
David  Walley 
William  Walters 
Ronald  Warren 
Laurie  Wright 
Lewis  Yeargau 

Tenor  Saxophones 

Michael  Andrews 
Charles  Hansen 
Daniel  Hickey 
William  Knox 
Alphonse  Marks 
Richard  Scruggs 
Thomas  Van  Ness 
Michael  Worrell 

Trumpets 

Jeffrey  Adams 
James  Bailey 
Joseph  Blackmon 
Kenny  Bosarge 
Peggy  Bunn 
Lawrence  Clemens 
Kathleen  Connor 
William  Crowell 
Donald  Dabeny 
Kenneth  Dickerson 
Bryan  Fields 
James  Ford 
Kenneth  Geotes 
Stephen  Haffly 
Lucka  Hall 
Sandra  Harvey 
Rickey  Haves 
Donald  Hill 
John  Howell 
Kevin  Hutchins 
Charles  Jackson 
Rodney  Jones 
John  Keller 
John  King 
Tim  King 
Stanely  Lindsev 
David  McDill 
Richard  Mclnnis 
Donald  McLemore 
Ernest  Miller 
Thomas  Moad 
JoAnn  Moran 


Stephen  Parker 
Charles  Quinn 
Harry  Robinson 
David  Rodriquez 
Charles  Shand 
Genshoku 

Shimmura 
Keith  Smith 
Charles  Stead  man 
Pierce  Stevens 
James  Stewart 
Tommy  Taylor 
Clayton  Tynes 
Leonard  Villar 
John  Wash 
Michael  Williams 
Dennis  Winnett 

French  Horns 
Mark  Blackwell 
Joseph  Chancey 
Connie  Essex 
Teresa  Faint 
John  Gossman 
Jeannette  Hays 
Terry  Ivy 
John  Mendenhall 
Christine  Prine 
Rorine  Shell 
Kathy  Shumock 
Deborah  Talley 
Michael  Pinson 
Richard  Reeves 
Thomas  Smith 
Steve  Wiest 

Baritones 

Stan  Bookout 
Thomas  Burchfield 
John  Donovan 
Perry  Dornbusch 
Duncan  Goff 
Kenneth  Lyon 
David  Massey 
Joe  Nicholson 
William  Pierson 

Tubas 

Christopher  Bufalo 
Charles  Burgess 
Robert  Cawthorn 
Daniel  Coshatt 
Leon  Daniel 
Bruce  Garner 
Edwin  Hopson 
Eric  Moffett 
James  Moore 
Jeffrey  Myers 
Eric  Schultz 
John  Smith 
Kenneth  Smith 


James  Stine 
Paul  Stoulig 
Paul  St.  Pierre 
Dennis  Vital 

Percussion 

Larry  Atlow 
Sammy  Barr 
Soni  Buckalew 
William  Buckalew 
Jonathan  Chancey 
Ronald  Chand lei- 
George  Cook 
James  Cook 
Cody  Cooley 
Harold  Coursey 
David  Crispin 
David  Drake 
Joe  Evans 
John  Fairchild 
William  Fortenberry 
William  Hammond 
William  Hume 
Howard  Joines 
Benjamin  Kotulski 
Mike  Nazary 


David  O'Shields 
Edward  Richardson 
Rhetta  Ray  Sanders 
Deborah  Sone 
Mike  Schatten 
Ben  Sloan 
Anthony  Sones 
Dennis  Spruill 
Warren  White 

Trombones 

Danny  Beard 
Robert  Bishop 
William  Brewer 
Robert  Brown 
Ernie  Chaff  in 
John  Cornacchione 
Dale  Hueber 
Roland  Huie 
Glenn  Jackson 
David  Lander 
Karl  Mulling 
Frederick  Murphy 
Rebecca  Peevy 
William  Pettey 
Ricky  Pierce 
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Varsity  Band 


Flutes 

Sandy  Smith 
Cheri  Coon 
Sharon  Price 
H.  Anderson 
Marie  Green 
Leigh  Schutt 
Myra  Kay  Craven 
Lynn  Suggs 
Laurie  Pound 
Barbara  Henegar 
Linda  Baker 
Melody  Dollins 
Vicky  Bridges 
Barbara  Ryan 
Nancy  Smith 
Susie  Smith 

Clarinets 

Katherine 

Thompson 
Ivy  Spencer 
Joni  Creel 
Jim  Livingston 
Hanna  Eubanks 
Janet  Jones 
Terry  Hattaway 
Lawrence  McGrew 
Thomas  Van  Ness 
Cecile  Scott 
Ron  Hines 

Bass  Clarinets 

Harriet  Hans 
Leonardo  Villar 

Contrabass  Clarinet 
Debbie  Pickens 


Oboes 

Susan  Underwood 
Terry  McClure 

Bassoon 

Don  Ladner 

Tenor  Saxophone 

Jayce  Dove 

Alto  Saxophones 

Jody  Lackey 
Lewis  Yeargan 
Kathie  Bennett 
Scott  Reiber 
Billy  Walters 
Wendy  Horn 
Robyn  Kufner 

Baritone  Saxophones 

Bill  Knox 
French  Horns 


Jeannette  Hays 
Christy  Prine 
Ronnie  Shell 
Connie  Essex 
Jody  Chancey 
Francis  Wilson 
Mark  Mandenhall 
Candy  Cox 
Kevin  Hutchins 

Percussion 

Ronald  Chandler 
Anthony  Sones 
William  Hume 
John  Prine 
Dennis  Spruill 
Bill  Fortenberry 

Trumpets 

David  Rodriguez 
Stan  Lindsey 
Jeff  Adams 
Charlie  Shand 
Steve  Parker 
Jim  Bailey 


John  King 
Dennis  Winnett 
Ken  Geotes 
Aaron  Hill 
Corky  Robinson 
Lee  Miller 
John  Howell 
David  McDill 
Peggy  Bunn 
Tommy  Moak 
Rickey  Hayes 
Bonita  Toney 
John  Conway 
Jerry  Polovich 

Trombones 

David  Lander 
Michael  Pinson 
Roland  Huie 
Tom  Smith 
Danny  Beard 
Becky  Peevy 
Ernie  Chaffin 
Dale  Hueber 


Duncan  Goff 
Bill  Pierson 
John  Donovan 

Tubas 

Jim  Moore 
Porter  Hopson 
Daniel  Coshatt 
Jeff  Myers 
Chris  Bufalo 
Charles  Burgess 
Robert  Cawthorn 
Paul  Schultz 
Leon  Daniels 


370 


Chorus 
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Newman 


Joseph  Delatusso,  Advisor;  Becky  Brechtel, 
Advisor;  Cathy  Carucci,  President;  Pam 
Prator,  Vice-President;  Gail  Mallette,  Ac- 
tivities Chairman;  Berengher  Brechtel 
Advisor. 
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Photo  Service 


Front  Row:  Hilda  Pitts,  Peggy  Meadows,  Lori  Champagne,  Marsha  Gib- 
son. Back  Row:  Robert  Phillips,  Mitch  Krell,  Vaughn  Roberts.  Photo  by 
Frances  Farmer. 
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Southern 
Exposure 
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Art  Education  Club 


Home 

Economics 

Club 


ECONOMY 


•  EST.  1909 


Above  Seated:  Ginger  Garner,  Committee  Chairperson;  Kaye  Sellers,  Committee  Chairperson;  Kim 

Rogers,  Treasurer;  Rebecca  Williams,  President.  Standing:  Ellen  Riley,  Reporter;  Linda  Havens, 

Secretary,  Dotty  McLeod,  President  of  Southeast  District  Student  Member  Section  of  the  Mississippi 

Home  Economics  Association;  Donna  Boykin,  Vice  President;  Julia  Talbert,  Committee  Chairperson.  Not 

pictured:  Lynne  Knotts,  Committee  Chairperson. 
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Food  Service  Executive  Association 


Institutional  Administration  Club 


Front  Row:  Suzette  Giraud,  President;  Margaret,  Treasurer;  Betty  Ray,  Secretary;  Mike  Frost,  Vice  President.  Second  Row:  Ken  Boucher; 
Tracy  Garon;  Susan  Billingsley,  Pattie  Shock;  Carolyn  Christian;  Carmen  Price,  Larry  Richardson.  Third  Row:  Richard  Kwong;  Peggy 
Thrift;  Pam  Maddox;  Kathy  Berry;  Sharlyn  Pendergrass.  Fourth  Row:  Jimmie  Johnson;  Donna  Murrdox;  Melinda  Smith;  Jerri  Wasnier; 
Melvaline  Bullock;  Dorothy  Griffin;  Karen  Spgeldet. 
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Veterans  Affairs 
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Southern  Geological  Society 
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Front  Row:  Dr.  Dan  Sunoleen,  Karen  Mallette,  Regina  Damico,  Jim  Cherry,  Paul  Duoley,  Dolores  Frick,  Ann  Malone.  Back  Row  Ed 
Sticker,  Bob  Goff,  Ingo  Camd,  Rich  Crook,  Fred  Katzmyer,  Greg  Tyra,  Glenn  Booth,  David  Little,  Bryan  Norvell. 
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Phi 

Theta 

Kappa 


Alumni  Association  Officers  (top  picture): 
Betty  Baker,  Mike  Lacy,  Debbie  Fayard,  Ava 
Lee,  Russell  Ray,  Sponsor- Peggy  Norris, 
Carol  Singly. 

Chapter  Leaders  of  Alpha  of  Mississippi 
(middle  picture):  Steve  Ashby,  Robby  Roberts, 
Malcolm  Jones,  Steve  Gardner,  Vance 
Rhoades,  Jan  Barber,  Janice  Partlow,  Denise 
Loper,  Melanie  Juhl. 
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Speech  and  Hearing 


Seated  Row  1:  Patricia  Smith;  Brenda  Davenport;  Louise  Magee;  Jennifer  McClendon;  Denise  Clinton;  Sherry  Shaw;  Charlotte  Barrett; 

Rhonda  Windham;  Lynn  Naron;  Kathy  Rushton.  Row  2:  Susan  Jones;  Audrey  Eckles;  Kathy  Berry;  Dixie  Etheridge.  Standing:  Carol  Miller; 

Dr.  Larry  Adams;  advisor;  Carol  Major;  Delores  Johnson;  Anna  Keen;  Sharon  McCaskill;  Alecia  Fortenberry;  Becky  Stevens;  Ann  Taylor; 

Daffy  Snowden;  Mary  Lyn  Morgan;  Kathleen  Carucci;  Dianna  Yost;  Dahlia  Lea;  Gaye  Taylor. 


Library  Student  Asso. 


Young 
Democrats 


Standing:  David  Maichow;  Ken  Overstreet;  Martha  Fortenberry;  Don  Medley,  President;  Walter  Palmer;  Secretary; 
Lloyd  Shubert.  Seated:  Davy  Williams,  Public  Relations;  Pamela  Gipson,  Treasurer. 


Young  Republicans 


Front  Row:  Nancy  Barrington;  Lessie  Clark:  Unidentified;  Lynda  Smith;  Marilyn  Hunter.  Back  Row:  John  Duck;  Mark  Griffin;  David 
White;  Unidentified;  Mariann  Baucum;  Jan  Peresich;  Melissa  Gamble;  Frank  Meeks;  Debbie  Graham;  William  Burnham. 
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Department  of 
Military  Science 


USM  ROTC  CADETS:  Col.  Ambrose  A.  Szalwinski;  LtC.  Cline  G.  Cook;  Maj.  George  J.  Senter;  Maj.  Sanderson  A.  Woods;  Maj.  George  S. 
Moffitt;  Maj.  Americus  M.  Gill;  Maj.  Charles  T.  Calloway;  Cpt.  Bennie  E.  Williams;  Cpt.  David  A.  Crittenden;  Cpt.  Douglas  F.  Walters;  Sgt. 
Wiley  R.  Whitworth;  MSg.  Charles  C.  Hinson;  SFC.  Michael  F.  Williams;  SFC.  Ira  D.  Chambers;  SSg.  Horace  G.  Richards;  Mrs.  Mary 

Louise  Brown;  Mrs.  Kathleen  H.  Lizana;  Cpt.  Orin  J.  Gill;  Cpt.  Carl  H.  Lane;  Maj.  Robert  E.  Housley. 
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Southern  Generals 
Drill  Team 


Maj.  Lee  Will  Berry  III; 
Lt.  Victor  A.  Powers; 
Susan  M.  McKinnon; 
Randall  H.  Dearman; 
Timothey  L.  McCartie; 
Sharon  D.  Bush;  Timothy 
D.  Toomey;  Paul  N.  Bird 
Jr.;  William  C.  Waggoner; 
JoAnn  E.  Montgomery; 
William  D.  Ford;  William 
L.  Tate;  John  S.  Ladner; 
Cpt.  Bennie  E.  Williams; 
SFC.  Michael  F.  Williams. 
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RANGER  MEMBERS:  Leroy  D.  Barron;  David  B.  Bennett;  Lee  W.  Berry  III;  Paul  N.  Bird  Jr.;  William  J.  Boro;  Gregory  A.  Bowman; 
Douglas  M.  Burger;  Sharon  D.  Bush;  Randall  H.  Dearman;  Carl  D.  Flanagan;  William  I).  Ford;  Alan  L  Fowler;  Ann  Hanson;  James  F.  Hill; 
Emile  T.  Kalil;  John  S.  Ladner;  Corbin  R.  Lee;  Annie  L.  McNeil;  Susan  M.  McKinnon;  Jay  K.  McMahan;  Frank  R.  McDunnah  III;  James  T. 
Pearson;  Victor  A.  Powers;  John  B.  Roney;  David  E.  Rimanich  Jr.;  William  B.  Ryan;  William  L.  Tate;  John  K.  Wells;  Wilford  E.  Patterson; 
Albert  R.  Lee  III;  Thomas  L.  Davis;  Charles  F.  Davidson.  Advisors:  Cpt.  D.F~  Walters;  MSg.  Charles  C.  Hinson 
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Del  Sur 


RIFLE  TEAM:  Mark  Elliott;  Emile  Kalil;  Lonnie  Lott;  Chuck  Moseley;  Scooter  Gaines;  Tony  Volz;  Fred  Garguilo;  Jim  Mullins; 

John  Tisdale;  Ed  Grimsley;  Steve  Grigg;  Joann  Montgomery;  SFC  Mike  Williams,  Coach. 
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Scabbard 

And 

Blade 


Alan  Fowler,  President;  Sharon  Bush;  Susan  McKinnon;  Ann  Hanson;  Frank  McDunnah;  Douglas  Burger;  William 
Tate;  Timothy  Tooney;  John  Ladner;  Corbin  Lee;  L.D.  Barron;  Victor  Powers;  Cpt.  D.F.  Walters,  Advisor. 
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Department  of 
Aerospace 


The  Department  of  Aerospace  Studies- Air  Force  ROTC-completed 

an  excellent  76-77  school  year  under  the  direction  of  Lt.  Col.  Hugh  D. 

McCracken  Jr.,  the  department  chairman  and  detachment 

commander. 

The  Air  Force  ROTC  program  selects  and  commissions  second 

lieutenants  through  a  college  education  program.  The  program  is 

available  to  men  and  women.  Any  student  in  good  standing  with  the 

university  may  take  the  general  military  course  as  a  freshman  or 

sophomore.  Selection  into  the  final  two  years  of  the  program,  the 

Professional  Officer  Course,  is  on  a  competitive  basis. 

Limited  quotas  established  by  the  Air  Force  result  in  a  very  elite 

corps  of  cadets.  Scholarships  are  available  on  a  competitive  basis.  A 

major  feature  of  the  program  is  that  it  is  designed  to  provide 

realistic  leadership  experiences  for  all  cadets. 


' 


Lt.  Col.  Hugh  McCracken 


t- 


Lt.  Col.  Thomas  Collins 


: 


Front  Row:  Sgt.  Bill  Danner;  Lenise  Young.  Back  Row:  Sgt.  Bernie  Deisler;  Sgt.  Ken 

Miller. 


Capt.  William  Patton 
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CADET  SENIOR  STAFF:  Front  Row:  Jay  Reed;  Cheryl 
Becker;  Jean  Adams;  Gary  Archambeault.  Back  Row: 
George  Scholl;  Ken  Cuchens;  Mike  Hagen. 


LEADERSHIP  TRAINING  ORGANIZATION: 
Members:  Bonita  Toney;  Tommy  Schrader;  Carroll 
Palmore;  Gina  Greathouse;  Vicky  Coffern;  Tony  Lok; 
Alvin  Lee;  Robert  Hinton;  Bruce  Jones;  Mike  Parker; 
Rick  Davis;  Mike  McGrevey;  David  Campbell;  Michael 
Thompson;  John  Thompson;  Fran  Lex. 


SENIOR  CLASS:  Members:  Gary  R. 
Archambeault;  Larry  \V.  Barrett;  Cheryl  D. 
Becker;  Lavell  W.  Brown  III;  Steven  R.  Coe; 
Kenton  E.  Cuchens;  Gregory  P.  Cyr;  Albert  C. 
Deshaw;  Paul  D.  Fields;  Charles  A.  Francis; 
Michael  D.  Hagen;  Douglas  K.  Haralson:  Roy 
W.  Jacobs;  Carl  D.  Jones;  Ronald  M.  If  apes; 
Terry  L  McAtee;  Roy  A.  Merrell;  Michael  J. 
Penney;  Jay  F.  Reed;  Patricia  G.  Reed; 
Shirley  M.  Robinson;  Jean  C.  Adams;  Ginger 
A  Schweitzer;  George  \Y.  Scholl  III;  Robert  L 
Sikes;  Roger  D.  Slayden;  Michael  S.  Tobin; 
Amos  S.  Watkins  Jr. 
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Arnold  Air  Society 


Actives:  Jean  Adams,  Gary  Archambeault,  Patton  Causey,  Steve  Coe,  Kenny  Cuchens,  Greg  Cyr,  Chuck  DeShaw,  Paul  Fields,  Charles 

Francis,  Mike  Hagen,  David  Hanson,  Doug  Haralson,  Harold  Howell,  Walter  Jacobs,  Bruce  Jones,  Doug  Jones,  Billy  Kirkland,  Mike  Mapes, 

Terry  McAtee,  Mike  McGrevey,  Roy  Merrill,  Carroll  Palmore,  Cheryl  Peterson,  Jay  Reed,  Patricia  Reed,  Shirley  Robinson,  Brian  Saucier, 

Tommy  Schrader,  George  Sholl,  Robert  Sikes,  Bonita  Toney,  Steve  Watkins.  Pledges:  Bob  Boro,  Lavell  Brown,  Ted  Burkes,  Linda  Dean, 

Gina  Greathouse,  Terry  Hewitt,  Shari  Lancaster,  Tom  Langley,  Gary  Lee,  Roxanne  Russell,  Johnnie  Taylor,  Mike  Nazany,  Ginger 

Schweitzer. 


Angel 
Flight 


Members:  Janet  Brown,  Vicky  Coffren,  Felecia  Conner,  Cyd  Crosby,  Amy  Day,  Bonnie  DeBello,  Lisa  Harpe, 
Debbie  Harriel,  Dahlia  Landers,  Linda  Manthey,  Patricia  Murphy,  Marie  Vinson,  Pasty  White. 
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Tau  Beta  Sigma 


MClub 
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INDEX 


Aerospace,  Department  of 390-392 

Angel  Flight 392 

Arnold  Air  Society 392 

Afro  American  Cultural  Society 356 

Alpha  Epsilon  Alpha 342 

Alpha  Kappa  Alpha 298 

Alpha  Lambda  Delta 349 

Alpha  Phi  Omega 352 

Alpha  Sigma  Alpha 300-301 

Alpha  Tau  Omega 320-321 

American  Chemical  Society 344 

Art  Education  Club 377 

Associated  Student  Body 360-363 

Executive  Council 361 

President 360 

Residence  Hall  Council 362 

Senate 363 

Student  Courts 363 

Vice  President 360 

Baptist  Student  Union 354 

Baseball 150-155 

Basketball 134-145 

Beauties 210-219 

Beta  Beta  Beta 344 

Business  Administration,  College  of 

62-65 
Business  Student  Advisory  Council. .347 

Cheerleaders 128-131 

Chi  Omega 302-302 

Coaches 100-103 

Concert  Band 368 

Dances 176-177 

Delta  Delta  Delta 304-305 

Delta  Gamma 306-307 

Delta  Sigma  Pi 348 

Delta  Sigma  Theta 299 

Delta  Zeta 308-309 

Dixie  Darlings 126-127 

Education  and  Psychology,  College 

of...66-69 

Electra 178-179 

Fine  Arts,  College  of 70-73 

Flag  Corp 125 

Food  Service  Executive  Association  .379 

Football 104-115 

Freshmen 269-279 

Golf 156-157 


Greek  Games 318-319 

Graduates 226-227 

Harlem  Globetrotters 194-195 

Health,  Physical  Education  and 

Recreation,  School  of 74-77 

High  School  Day 170-171 

Home  Economics  Club 378 

Home  Economics,  School  of 78-81 

Homecoming 116-119 

Institutional  Administration  Club  ...379 

Inter-Fraternity  Council 294 

Intramurals 182-187 

Jazz  Lab  Band 368 

Jewish  Student  Union 353 

Junior  Panhellenic  Council 295 

Junior  Panhellenic  Talent  Show  218-219 

Juniors 245-258 

Kappa  Alpha 322-323 

Kappa  Delta 310-311 

Kappa  Delta  Pi 343 

Kappa  Omicron  Pi 346 

Kappa  Sigma 324-325 

Kappa  Mu  Epsilon 342 

Lambda  Alpha  Epsilon 345 

Lambda  Iota  Tau 345 

Lambda  Sigma 350 

Liberal  Arts,  College  of 82-87 

Library  Student  Association 382 

MClub 393 

Martin,  Steve 192-193 

Military  Science,  Department  of 

384-389 

DelSur 386 

Rangers 385 

Rifle  Team 386 

Scabbard  and  Blade 387 

Southern  Generals  Drill  Team 385 

Newman  Club 374 

Nursing,  School  of 88-89 

Offices 52-61 

Omega  Psi  Phi 326-327 

Pageant,  Miss  Southern 220-223 

Panhellenic  Council 295 

Pep  Rallies 174-175 

Phi  Beta  Lambda 343 

Phi  Chi  Theta 347 

Phi  Delta  Rho 351 


Phi  Kappa  Tau 330-331 

PhiMu 312-313 

Phi  Mu  Alpha 346 

Phi  Theta  Kappa 381 

Photo  Center 375 

Pi  Beta  Phi 314-315 

Pi  Kappa  Alpha 328-329 

Pi  Tau  Chi 353 

Pom  Pom  Girls 132-133 

Pride 121-124, 369 

Registration 172-173 

Rifle  Corp 124 

Scapino 180-181 

Science  and  Technology,  College 

of  ...92-97 

Seniors 228-244 

Sigma  Alpha  Epsilon 332-333 

Sigma  Nu 334-335 

Sigma  Phi  Epsilon 336-337 

Sigma  Sigma  Sigma 316-317 

Social  Work,  School  of 90-91 

Soccer 146-149 

SoloTwirler 124 

Southern  Exposure 376 

Southern  Geological  Society 380 

Southern  Style 364 

Southerner 358-359 

Sophomores 259-268 

Songfest 296-197 

Speech  and  Hearing  Club 382 

Stills,  Stephen 190-191 

Student  Education  Association 377 

Student  Printz 357 

Student  Religious  Federation 353 

Tau  Beta  Sigma 393 

Tennis 158-159 

University  Singers 372-373 

Usm,  Mr.  and  Miss 208-209 

Vanelli,  Gino 188-189 

Varsity  Band 390 

Veterans  Affairs 380 

Wesley  Foundation 355 

Who's  Who 196-205 

WMSU  Radio  Station 365 

Young  Democrats 383 

Young  Republicans 383 


PHOTO  CREDITS: 

Frances  Farmer:  pages  92,  93,  94,  96,  97,  224 

Steve  Gardner:  pages  118,  189,  190,  191 

Mike  Howard:  pages  10,  11,  14,  18,  21,  22,  24,  26,  27,  28, 

29,  30,  31,  33,  34,  35,  37,  38,  52,  53,  54,  55,  56,  57,  58,  59, 

60,  61,  62,  63,  64,  65,  66,  67,  68,  69,  70,  71,  72,  73,  74,  75, 

76,  77,  78,  79,  80,  81,  82,  83,  84,  86,  87,  88,  89,  98,  99, 160, 

161,  162,  163,  164,  165,  166,  167,  168,  224,  225,  280,  281, 

283,  284,  285,  287,  289,  292,  293,  340,  396,  398. 

Jackie  Neal:  pages  188,  189 

All  other  pictures  were  taken  by  Photo  Services. 
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In  everyone's  life,  there  is  an  experience  for  which  they 
will  always  be  grateful.  Editing  the  1977  SOUTHERNER 
has  been  such  an  experience  for  me.  It  has  provided  me  with 
a  chance  to  take  on  responsibility  and  to  learn  while  doing 
something  I  enjoy.  It  has  also  given  me  an  outlet  for  prac- 
ticing the  skills  and  techniques  of  yearbook  production  I 
have  learned  over  the  years. 

No  editor  could  produce  a  book  without  the  help  of  a  good 
staff.  I  would  like  to  thank  Evelyn  Dunn  for  being  an  Assis- 
tant Editor  and  a  friend  I  could  depend  on  and  Mr.  Warren 
Dunn  for  having  faith  in  my  judgements.  Special  thanks  go 
to  all  the  folks  at  Photo  Service  for  putting  up  with  my  last 
minute  photo  sessions  and  to  Vicki  Wilson  for  being  on  my 
side.  As  important  as  a  good  staff  are  a  family  and  friends 
who  provide  support  and  a  listening  ear  when  necessary.  I 
especially  want  to  thank  Rusty  Slider  for  being  a  good  shoul- 
der to  cry  on  and  for  giving  me  some  much  needed  moral 
support. 

The  staff  and  I  have  worked  hard  for  the  single  purpose  of 
presenting  the  University  of  Southern  Mississippi  with  an 
accurate  and  enjoyable  record  of  the  1976-77  academic  year. 
I  hope  you  will  feel  we  have  accomplished  our  task. 


EDITOR 
SANDRA  KAY  POUNDS 

Editors 

Greeks Harry  Hodges 

Organizations Amerylious 

McAlpin 
Sports Rusty  Eldridge 


ASSISTANT  EDITOR 
EVELYN  MONTRESSA  DUNN 


Herff  Jones  Yearbooks  of  Montgomery,  Ala- 
bama published  the  1977  SOUTHERNER.  The 
440  page  book  was  printed  on  Ermine  Special  pa- 
per with  16  pages  printed  in  Multi-color.  Head- 
lines are  in  30  pt.  Times  Roman;  Sub-headlines 
in  24  pt.  Times  Roman;  Body  Copy  in  10  pt.  Cen- 
tury Expanded;  Captions  in  8  pt.  Century  Ex- 


panded and  the  Prologue  and  Epilogue  in  12  pt. 
Century  Expanded.  The  cover  is  Blind  Embossed 
with  a  silver  foil  stamp  on  the  front  and  spine. 
The  border  on  the  cover  is  Formatt  Border  num- 
ber 6450.  W.A.  Benson,  Jr.  served  as  field  repre- 
sentative and  Curtis  Harris  served  as  plant 
consultant. 


HELPING  HANDS-Staff:  Debbie 
Harvey,  Debbie  Hendricks,  Mike  How- 
ard, Sandra  Howard,  Karen  Jobe,  Joe 
Martinez,  Marie  Vinson,  Bobby  Talley, 
Davie  Williams.  Friends:  Judy  Lee, 
Martha  Stringer,  Larry  White.  Thanks 
to  Kenny  Neal  for  driving  the  last 
deadline  to  Montgomery.  Thanks  also, 
to  Photo  Service  (Robert,  Vaughn, 
Peggy,  Lori,  Mitch  and  the  rest  of  the 
group),  and  to  Joe  Paul. 


As  time  passes  on,  lifestyles,  friends,  and  feelings  change; 
but  one  thing  continues,  changing  with  the  times,  yet  basically 
the  same: 
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J    The  University  of  Southern  Mississippi- 
Her  quality   and   high    ideals   steadfast   and    burning 


Wm 
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